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[ The ‘ Electrical Review ’’ Trade Names Supplement, December, 1929. 


THE 


NAME AND DESCRIPTION. 


“ELECTRICAL REVIEW’ 
TRADE NAMES SUPPLEMENT. 


MANUFACTURED BY OR OBTAINABLE FROM 


ABBOTT BRAND 
Empire cloths and tapes in silk and 


cambric, pressphan, leatheroid, &c. 


A.B.C, 


Electric washers ... 


ACCIDENT 


Kettles 


ACE 


Insulating material 


A.C.E.C. 
Cables, electrical machinery, trans- 


formers 


ACME 


Automatic ~ switches 
and Edison screw lamp holders, lan- 
terns for street lighting 


ACME 


Motor starting switches 


A.D. 


Primary cells 


ADANAC 


Switch with fuses 


ADAPTABLE 


Earthing clip 


-ADJUSTABLE 


Adaptor (two pin to B.C.) 


ADNIL 


Press-button switches of ‘ ebolite 


ADVANCE 
Flush and semi-recessed plug con- 


nectors 


A.E.G 


Turbines, motors, cables 


AEROFLEX 


Rewirable cartridge fuses with high- 
rupturing capacity 


AJAX 


Ultra-violet ray (artificial sunlight) 


lamps, Sunviray and all electro- 
medical and _ hairdressing trade 
apparatus 
AJAX-NORTHRUP | 
Electric furnace, high frequency, for 
steel, nickél alloys, platinum, Xc. 
AJAX-WYATT 
Electric furnace, induction type, for 
brass and nickel-silver melting. 
AKK-EMMAR 
Rectifiers for battery charging, 


kinema projectors, X-ray apparatus 
and all other non-inductive circuits 


ALLIGATOR 


Belt fasteners 


ALTON 


Storage batteries 


ANCALITE 


Electric cables 


ANTI- 


Enamel 


APEX 


Switch and fusegear 


ARCOVITE 


Are shields, mouldings, shects and 
tubes 


ARGENTA 


Lamps (opal) 


ARLITA 


Internally frosted lamps 


ARMACELL 


Insulating varnish 


Goliath 


§. G. 


Abbott, Anderson & Abbott, Ltd., 17, Fore St., E.C.2. 


Elecrical Components, Ltd., 88-9), Gt. Charles St., 


Birming- 
ham. 


Premier Electric Heaters, Ltd., Keeley St. and St. Andrew’s 
Rd., Birmingham. 


a Hard Rubber Co. (Britain), Ltd., 18a, Fore St 


A.C.E.C., 56, Victoria St., London, 8.W.1. 


The “Acme” Lighting & Eugineering Co., Waverley Rd., 


St. Albans, Herts. 


Acme Electrical Mfg. Co., Tariff Rd., N.17. 
Le Carbone, Coventry House, South Place, E.C.2. 


meg Stee (1928), Ltd., 85-86, Newman St., Oxford St., 


Hann & Ingle, 18, Albert Place, Bridge St., Manchester. 


A. P. Lundberg & Sons, Ltd., Pioneer pene Works, 
Paradise Passage, Sheringham Rd., N.7 


Leach & Co., Ltd., 26-380, Artillery Lane, E.1. 


A. P. Lundberg.& Sons, Ltd., Pioneer pean 
Paradise Passage, Sheringham Rd., N.7 


Works. 


A.E.G. Electric Co., Ltd., 131, Victoria St., S.W.1. 


Parmiter, Hope & Sugden, Ltd., Fluvent Electrical Works. 
Vernon St., Longsight, Manchester. 


Ajax, Ltd., 117, Central St., E.0.1. 


Electric Furnace Co., Ltd., 17, Victoria St., S.W.1. 


Electric Furnace Co., Ltd., 17, Victoria St., S.W.1. 


Automatic Rectifiers, Ltd., 75, Sancroft St., Lambeth, S.E.11. 


J. B. Stone & Co., Ltd., 135, Finsbury Pavement, E.C.2. 


The Alton Battery Co., Ltd., Alton, Hants. 


Callender’s Cable & Construction Co., 


l.td., Hamilton House, 
Victoria Embankment, E.C.4. 


Griffiths Bros. & Co., London, Ltd., Macks Rd., 8.E.16. 


Foster Engineering Co., Ltd., Morden Works, Wimbledon. 
S.W.19. 


Siluminite Insulator Co., Ltd., Erith, Kent. 
Philips Lamps, Ltd., 145, Charing Cross Rd., W.C.2. 
ee as Ltd., Philips House, 145, Charing Cross Rd., 


Griffiths Bros. & Co., London, Ltd., Macks Rd., §.E.16. 
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MANUFACTURED BY OR OBTAINABLE FROM 


RON... 
Electricity meters, kVA and kW 
time switches, taximeters, 

ARORA 

Electric fires, electric kettles, elec- 
trical cooking apparatus, industria! 
electric heaters 

ROW ‘ 

. The complete line of wiring devices, 
reciprocating heating switches, &c. 


ARTIC 
Switchboards, distribution boards, 
feeder pillars, kiosks, &c. 


ARTIC 
Pressure-contact self-aligning fuses 
and links, electric light fittings, elec- 
tro-velocity radiators 

ARTOFEX 
Electric ovens for bakers and flour 
confectioners. 

ASEA 
Single, two- and three-phase a.c. 
motors and generators, direct cur- 
rent motors and dynamos, trans- 


formers 

ASHDOWN 
Bakelite mouldings and lami- 
nated 

ASHDO 


Electric Mighting accessories (Bake- 


i 
ASTON 
Motors, dynamos and switchgear for 
commercial or marine use 
ATLAS 
Leclanché batteries 


A.T.M. IN CIRCLE 
Telephone and telegraph equipment 


AUTONOFF 
Time switch 

AVERY 
Boiler scales, totalisers and coal 
weighers 

AVERY 
Water weighers, weighing machines, 
coal meters 

A.W.P. 
Electric arc welding supplies 


BAA 
Accumulator acid 
BAKE LAQUE 
material 
BAKELITE 
Insulating varnish 
BAKELITE 
Mouldings and insulating material .. 


BAKELITE 

Mouldings 
BAKELIT 

Insulating materials 


BAKELITE 
Mouldings and insulating materials 


BAKELITE 
Synthetic resins, cement, silent gear 
material, &c. 
BAKELITE 
Moulding _ materials, 
sheets, varnishes, &c. 
BAKELITE 
Mouldings and insulating materials 


BALLSOK 

a” pattern insulating beads... 
BARDIS 

ieee for bells, motor vehicles, 


BARRONIA 
Condenser tubes, castings, rod, sheet 
and ingot. 

BATTERSEA 
Carbon brushes ... 


BATWIN 
Motors... 

B.C.M./A.T.M. 
Telephone and telegraph equipment, 
electric domestic appliances, mine 
signalling apparatus 


laminated 


Meter, Ltd., 80, Salusbury Rd., Kilburn, 


Arora Co., 66, Rosebery St., Loughborough. 


S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 
Artic Fuse & Electrical Mnfg. Co., Ltd., Birtley, Co. Durham. 


Artic Fuse & Electrical Mnfg. Co., L4td., Birtley, Co. Durham. 


Artofex Eng. Works, Ltd., 6-8, Pentonville Rd., N.1. 


Asea Electric, Ltd., 5, Chancery Lane, W.C.2. 


H. E. Ashdown (Birmingham), Ltd., Perry Barr, Birmingham. 
H. E. Ashdown (Birmingham), Ltd., Perry Barr, Birmingham. 
Veritys, Ltd., Plume Works, Aston, Birmingham. 


a oe~ & Battery Co., Ltd., 56, Southwark Bridge Rd., 


Automatic Telephone Mfg. Co., Ltd., Strowger Works, Milton 
., Edge Lane, Liverpool. 
Venner Time Switches, Ltd., 45, Horseferry Rd., S.W.1. 


W. & T. Avery, Ltd., Soho Foundry, Birmingham. 

W. & T. Avery, Ltd., Soho Foundry, Birmingham. 

Alloy Welding Processes, Ltd., Ferry Lane Works, Forest 
Rd., E.17. 

F. W. Berk & Co., Ltd., 106, Fenchurch St., E.C.3. 

Attwater & Sons, Hopwood St. Mills, Preston. 

Attwater & Sons, Hopwood St. Mills, Preston. 


The General Electric Co., Ltd., Magnet House, Kingsway, 
London, W.C.2. 


M-L Magneto Syndicate, Ltd., Coventry. 


The Micanite & Insulators Co., Ltd., Empire Works, Black 
horse Lane, Walthamstow, E.17. 


The Brownie Wireless Co. of Great Britain, Ltd., Nelson St. 
Works, Mornington Crescent, N.W.1. 


Bakelite, Ltd., 68, Victoria St., S.W.1. 

Bakelite, Ltd., 68, Victoria St., §.W.1. 

Themes de la Rue & Co., Ltd., Shernhall St., Walthamstow, 


Lionel Robinson & Co., 3, Staple Inn, W.C.1. 
S. Taylor & Sons, 38a, St. Martin’s Lane, W.C.2. 


Barronia Metals, T.td., 59, Parson's Green Lane, S.W.6. 

Morgan Crucible Co., Ltd., Battersea Works, Church Rd 
§.W.11. 

Power Contracts, Ltd., 138, Southwark St., S.E.1. 


Automatic Telephone Mfg. Co., Ltd., Strowger Works, Milton 
, Edge Lane, Liverpool. 
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Name AND DESCRIPTION. 


MANUFACTURED BY OR OBTAINABLE FROM 


B. & D. 

Electric drills 
BEACON 

Electric lamps 
BEANCO 

Swi 
BEANCO 

Dry 
BEANCO 
Lampholders 


B.E.C. 
Motors, starting gear, controllers ... 


BECOL 
Ebonite 
BECOLATE 
Composite material, high tempera- 
ture insulating material 
B.E.L. 
Decorative and special types, includ- 
ing Maxtrip, Candelux, signal lamps, 
c. 


BELLEROID 


B.E.M. 
Motors 


BERGMANN 
Fans, motors, cables... | 
BERLINER | 
Automatic and telephone apparatus _ 


BERRY 
Transformers 


eee | 

BERRYS 

Joint box compounds, troughing 

compounds, sleeve compounds | 
BERWICK 


Electric fires 


BIMETAL 
Non-oxidising, non-arcing fuse wire 


BIRKA 
Automatic 
irons 

BLACKFRIARS 
Adhesive tape 

BLACKLEY 
Tape 

BLACO 
Steel 
fittings 

BLAIZOLITE 
Adjustable patent projector lantern... 

BLAKE 
Insulated staples 

BLUE LABEL 
Dry cell . 


BOREAS 
Air compressors, vacuum pumps, 
pneumatic equipment 

BOTRADE 
Switches and distribution boards ... 

BRIGHTRAY . 
Nickel-chromium resistance wires | 
and tapes for elements in electric | 
furnaces, fires, &c. | 

BRITMAC | 
Electrical accessories ... | 


BRITTAIN 
Motors 


“ Super - Smoothwell 


screwed and grip conduit — 


BROWN-BOVERI 
Automatic pressure regulators 


BROWNIE 
Wireless receivers and components... 


RUCE 
Street lighting lantern ... 


BRUSH 
Tramcars, tramcar trucks, motor- 
*bus bodies | 

BRUSH 
Transformers, motors and genera- 
tors, liquid starters 


: Baxendale & Co., Ltd., Miller St., Manchester. 
- | Baxendale & Co., Ltd., Miller St., Manchester. 


- | The British Ebonite Co., Ltd., Nightingale Rd., Hanwell, W.7. 
| The British Ebonite Oo., Ltd., Nightingale Rd., Hanwell, W.7. 


Shipton Automatic 


| British Electric Transformer Co., Ltd., Hayes, Middlesex. 


: | Premier Electric Heaters, Ltd., Premier Works, St. Andrew's 
Parmiter, Hope & Sugden, Ltd., Fluvent Electrical Works, 


| Premier Electric Heaters, Ltd., Keeley St. and St. Andrew's 


The Wardle Engg. Co., Ltd., Elsinore Rd., Old Trafford, 


Gerrard & Co., Ltd., 15-19, Gt. Titchfield St., W.1. 
The Maybrook Elecl. Co., Ltd., 19-21, Wilson St., E.C.2. 
Baxendale & Co., Ltd., Miller St., Manchester. 


British Electric Co., 25-29, Lower Rd., Rotherhithe, 8.E.16. 


British Electric Lamps, Ltd., Spencer Hill Rd., S.W.19. 


Barrett & Elers, Ltd., Dace Rd., E.8. 

Brittain’s Electric Motor Co., formerly Langdon-Davies Elec. 
Motor Co., Eastdown Works, Dermody Rd., Lewisham, 
8.E.13. 

The Bergmann Electric Co., Ltd., 82, Victoria St., §.W.1. 


Telephone System, Ltd., Caxton House, 
Tothill St., S.W.1. 


Berrys Compounds, Ltd., Short Rd., Stratford Market, E.15. 


Road, Birmingham. 


Vernon St., Longsight, Manchester. 


Rd., Birmingham. 


Spicers, Ltd., 19, New Bridge St., E.C.4. 


- | Connolly’s (Blackley), Ltd., Blackley, Manchester. 


F. C. Blackwell & Co., Ltd., Great Crosby, Liverpool. 


Norrington & Landon, Ltd., 33, Brazennose St., Manchester. 
Mosses & Mitchell, Ltd., 122-124, Golden Lane, E.C.1. 


Standard Telephones & Cables, Ltd., Connaught House, Ald- 
wych, W.C.2. 


Lacy-Hulbert & Co., Ltd., Boreas Works, 


Beddington 
Croydon. 


| §. Bill & Co., Ltd., Queen’s Rd., Aston, Birmingham. 


Henry Wiggin & Co., Ltd., Wiggin St., Birmingham. 


C. H. Parsons, Ltd., Britannia Works, Tyseley, Birmingham. 


Brittain’s Electric Motor Co., formerly Langdon-Davies Elec. 
: oe Co., Eastdown Works, Dermody Rd., isham, 


British Brown Boveri, Ltd., 56, Victoria St., $.W.1. 


The Brownie Wireless Co. of Gt. Britain, Ltd., Nelson St. 
Works, Mornington Crescent, N.W.1. 


Manchester. 


The Brush Electrical Engineering Co., Ltd., Falcon Works, 
Loughborough. 


The Brush Electrical Engineering Co., Ltd., Falcon Works, 
Loughborough. 
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MANUFACTURED BY OR OBTAINABLE FROM 


BRUSH-LJUNGSTROM 
Steam turbo-generators 


BRUSTON 

Pumping _ installations, _lighting 
plants, oil burners 

B.T.H. 


Electrical equipment ... 


ULL 
Motors and dynamos ... 
BUSY BEE 
Vacuum cleaner ... 


CABLEGRIP 
Cable boxes 


CAB TYR 


E 
Cab tire sheathed wires and cables 


of all types 


CAB TYRE 
Electrical cables 


CAB TYRE 


Cab-tire sheathed wires and cables | 


of all types 
CAB TYRE 


Cab-tyre sheathed cables and wires | 


CABTYRIT 

Corrosion-resisting rubber 
CADURO 

Cadmium copper wire for trolley 

and transmission purposes 
CALLENDER 

Electric cables of all types 


CALORA 
Electric heating pads, foot-warming 
mats, 

CAMBRIDGE 
Instruments 

CASTLE 

Dynamos, motors, switchgear 

CECIL 
Resistances, fan regulators, dimmers 

CELEC 
Sliding resistances, dimmers, arc 
and charging boards 

CENTU 
repulsion induction 
motors, two- and three-phase auto- 
matic start motors, fractional h.p. 
split phase motors 

CENTURY 
D.c. volt-ammeter test set 


Cc. & H. 
Electricity meters and instrument 
transformers 

C.H. 

Hand-operated and self-acting elec- 
tric motor controlling apparatus and 
wireless components 

CHANGE COIL 
Multi-range electrical testing set 

CHASLYN 
Patent gravity ball hydrometer 

CHROMALOX 

Electric heating units ... 

CIRSCALE 

Electrical measuring instruments ... 

CITY 
Motors, a.c. and d.c. 


Loudspeakers and headphones 


CLASSIC 
Pulpit, desk, piano, organ and car 
fittings 


CLEMATEITE 


Richard Johnson & Nephew, Ltd., Bradford Iron Works, 


The Brush Electrical Engineering Co., Ltd., Falcon Works, 
Loughborough. 


G. C. Pillinger & Co., 58, Victoria St., S.W.1. 


British Thomson-Houston Oo., Ltd., Rugby. 
Bull Motors, Ltd., Ipswich, England 
Drake & Gorham Wholesale, Ltd, 67, Long Acre, W.C. 


W. = oe Telegraph Works Co., Ltd., Holborn Viaduct, 


St. Helens Cable & Rubber Co., Ltd., Slough. 


Telegraph Works Co., Ltd., Holborn Viaduct, 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Siemens Bros. & Co., Ltd., Woolwich, S.E.18. 
St. Helens Cable & Rubber Co., Ltd., Slough. 


Manchester. 


Callender’s Cable & Ltd., Hamilton House, 
Victoria Embankment, 


M. E. du Bois & Co., 25, Redcross St., E.0.1. 


Cambridge Instrument Co., Ltd., 45, Grosvenor Place, 8.W.1. 
J. H. Holmes & Co., Ltd., Portland Rd., Newcastle-on-Tyne. 


Mansell & Ogan, Ltd., 15-16, Floral St., Covent Garden, W.C.2. 


Curtis Mfg. Co., Ltd., Conduit Place, W.2. 


Asea Electric, Ltd., 5, Chancery Lane, W.C.2. 


Elliott Bros. 
§.E.13. 


Chamberlain & Hookham, Ltd., Solar Works, New Bartholo 
mew St., Birmingham. 


Igranic Electric Co., Ltd., 149, Queen Victoria St., E.C.4. 


| Record Electrical Co., Ltd., Broadheath, Altrincham, Cheshire 


J. H. Collie & Co., 10, Canning Place, Liverpool. 


| Geo. Bray & Co., Ltd., Leeds. 


_ Record Electrical Co., Ltd., Broadheath, Altrincham, Cheshire. 


| City Electrical Co., 1, Emerald St., W.C.1. 


Arc-proof asbestos sheets and mould- _ 


ings. 

CLIFTEX 
Insulating tape ... 

COCUSITE 
Moulded bakelite material for acces- 
sories 

COLECTRIC 
A system of heating combining cen- 
tral heating with electricity for 
topping up 


. _ Automatic Telephone Mfg. Co., Ltd., Milton Rd., Edge Lane, 


Liverpool. 


The coe © Fittings Co., Ltd., 57, Albert “Rd., Aston, Bir- 
mingha 


Dacier, Ltd., 8, 10 & 12, Wagner St., ‘Old Kent Rd., 8.E.15. 


. , Mosses & Mitchell, Ltd., 122-4, Golden Lane, London, E.C.1. 


A. P. Lundberg & Sons, Ltd., Pioneer patton Works, 
Paradise Passage, Sheringham Rd., N.7 


Pag Sate (1928), Ltd., 85-86, Newman St., Oxford St., 


(London), Ltd., Century Works, Lewisham, 
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MANUFACTURED BY OR OBTAINABLE FROM 


COLUMBUS 
Automatic 
switches 

COOLEX ADJUSTA 
Fuseboards and ironclad switches .. 


CORNWALL 
Regulators and dimmers 
COSMOS 
Lamps 


COSYGLO 
Imitation coal fires 


COUNTESS 
Electric fires 


COXPAR 
Voltage regulator 


ABTREE 
accessories and switchgear 
ORE 
three-core solid bitumen 
cables, cab tire sheathed trailing 
cables 
CREDA 
Heating and cooking appliances 
CRESCENT 
Electric fires 


staircase time-lag 


CRESSALL 
Resistance nets, 
heaters 


regulators, unit 


OWN 
"aie. black adhesive and rubber 

tapes and flexibles 

CRYPTO 
Generators and motors (a.c. and 
d.c.), constant potential equipments, 
commutating rectifiers, cinema arc 
sets, &c. 

CRYSELCO 
Electric lamps 


C.T.S. 
Cab tire sheathed wires and cables 
of all types 


.T.S. 
Electrical cables ... 


C.T.S. 
Cab tyre sheathed wires and cables 


of all types 


C.T.S. 
Cab tyre sheathed cables and wires 


CUMULUS 

Electric water heaters 
DAMARDA 

Lacquer 
DANIA 

Dry cells . 


DAVID 


_ The Crypto Electrical Co., Ltd., Acton Lane, 


Electric irons, elements and sundries | 


DAVIDSON 
Electric fires 


DECO 
Patent limit switches, cable reeling 
drums, an 
for handling 

DELTA 
Bell batteries 


DERI 
Motors, 
variable 


DESCO 
Fuses, distribution gear and switch- 
boards 


and multi-phase, 


DIALITE 
Electric cables 
DIAMOND 
Seal padlocks for slot meters 
DIAMOND H. 
Switches all types, temperature 
control apparatus 


DIATRINE 
Diatrine paper-insulated cable 


d control devices 
plants 


Elkay Electrical Manufacturing Co., Ltd., 4, Southampton 
Row, W.C.1. 


United Elec. Co. (Birmingham), Ltd., Coolex Works, Penn 
St., Birmingham. 


Donovan & Co., 47, Cornwall St., Birmingham. 


Metro-Vick Supplies (Props. Associated Elec]. Industries, Ltd.), 
155, Charing Cross Rd., W.C.2. 


Automatic Telephone Mfg. Co., Ltd., Strowger Works, Milton 
Rd., Edge Lane, Liverpool. 


Premier Electric Heaters, Ltd., Premier Works, St. Andrew’s 
Rd., Birmingham. 


Cox-Walker & Partners, Darlington. 


J. A. Crabtree & Co., Ltd., Lincoln Works, Walsall. * 
W. T. Glover & Co., Ltd. Trafford Park, Manchester. 


Credenda Conduits Co., Ltd., Oldbury, Birmingham. 


Hirst, Ibbetson & Taylor, Ltd., 7 & 7a, Blackfriars St., 
Manchester. 


Cressall Mfg. Co., Eclipse Works, 31 & 32, Tower St., Bir- 
mingham. 


ee wane Co., Ltd., Morden Works, Wimbledon, 


Willesden, 
London, N.W.10, associated with The Lancashire Dynamo 
and Motor Co., Ltd., Trafford Park, Manchester. 


Cryselco, Ltd., Kempston Works, Bedford. 
St. Helens Cable & Rubber Co., Ltd., Slough. 
W. - ede Telegraph Works Co., Ltd., Holborn Viaduct, 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Siemens Bros. & Co., Ltd., Woolwich, S.E.18. 
Nathan & Allen, Ltd., 25, Victoria St., London, $.W.1. 


. | Bakelite, Ltd., 68, Victoria St., S.W.1. 


& Battery Co., Ltd., 56, Southwark Bridge 


Chesterton, Jones & Co., Ltd., ‘‘ David Works,’’ Rushey Lane, 
Tyseley, Birmingham. 


Chesterton, Jones & Co., Ltd., ‘‘ David Works,’’ Rushey Lane, 
Tyseley, Birmingham. 


Dalyte Electrical Co., 


Deco Engg. Works, West Row, 
N. Kensington, W.10. 


Falk, Stadelmann & Co., Ltd., Efesca Electrical Works, 83-93, 
Farringdon Road, E.O.1. 


British Brown Boveri, Ltd., 56, Victoria St., S.W.1. 


G. P. Dennis, Ltd., 66, South John St., Liverpool. 


. | St. Helens Cable & Rubber Co., Ltd., Slough. 
. The Tourtel Mfg. Co., 48, Uxbridge Rd., Ealing, W.5. 


Hart Manufacturing Co., 76-76b, Rochester Row, S.W.1. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


* 
= ose eee ooo eee 
> 
a 
— 
ag 
| 
= 
| 
ae : 
4 


Rd., 


Lane, 


Lane, 


Row, 


83-93, 


December, 1929. 


NAME AND DESCRIPTION. 


Tue EvecrricaL Review TRADE Names SUPPLEMENT. 7 


MANUFACTURED BY OR OBTAINABLE FROM 


DICTOGRAPH 
House and office telephones .. 
DIX-ONEMETER 
Multi-range portable testing meter 
for current and volts with inter- 
changeable multipliers 


DOMINION’ 
Wireless receivers and components 
DONLOK 
Switches and switch plugs ... 
DOT 
Two-pin plug gcc and switch 
plugs (B A. 2 amps.) 
DOWSING’S 
Electric heating and medical appli- 
ances 


D.P. 
Storage batteries 

DRAKA 
Cables 

DUFLEX 
Control of pendulums in existing 
turret clocks 


DUNDEE 
Adhesive protecting tape 


DUO-SAVELITE 
Double filament lamp ... 

DUPLEX 
Two-way tumbler switch with 
off position 

DUPLO 
Motor-car lamps 


DUREX 
Electric wiring system for C.T.S. or 
L.C. cables 


Control gear, &c. 
EBBINITA 
Mouldings (not fireproof) 
EBOLITE 
Insulated switches of moulded com- 
position 
EDGEWISE 
Narrow flush -way, two-way, 
two-way and off, &c., switches 
EDISWAN 
Dry batteries 


EELEX 
Wireless and electrical components 
and accessories 


EFCO 
Resistance furnace, for heat treat- 
ment of “aa pottery kilns, enam- 
elling, 


EFESCA 
Switches, batteries, lampholders 


EFTEELITE 
Unit glass, alabaster bowls, electrical 
fittings in metal 
ELASTRONG 
Mechanical rubbers of all types 
ELASTUMEN 
Cable 
ELECT 
Cooking and heating apparatus, 
kettles, irons, fires, &. 
~ 


Fires 


ELECTRICOAL HEATRAE) 
Imitation coal sist 


ELECTRIC 
Transmission line accessories, bush- 
ings, pole top switchgear 

ELECTROFLO 
Industrial instruments 

ELECTRO: 
Radiators 

ELEPHANTIDE 
Insulating pressboards 

ELGEE 


Electricity meters, time switches, 
and instrument transformers 


| Donovan & Co., 47, Cornwall St., Birmingham. 


J. J. Eastick & Sons, 118, Bunhill Row, E.C.1. 


Dictograph Telephones, Ltd., Aurelia Rd., Croydon. 
Leslie Dixon & Co., 218, Upper Thames St., E.C.4. 


The Brownie Wireless Co. of Gt. Britain, Ltd., Nelson St. 
Works, Mornington Crescent, N.W.1. 


A P. Lundberg & Sons, Ltd., Pioneer ee Works, 
Paradise Pessage, Sheringham Rd., N.7 


Dowsing Radiant Heat Co., Ltd., Bollo Lane, Acton, W.3., 


and 91-3, Baker St., W.1. — 
The D.P. Battery Co., Ltd., Bakewell, Derbyshire. 
Electric Cables, Ltd., 88, Golden Lane, E..1. ian 
Ve 
Gent & Co., Ltd., Faraday Works, Leicester. 
William Geipel, Ltd., Vulcan Works, 156-170, Bermondsey 
t., 
Philips Lamps, Ltd., 145, Charing Cross Rd., W.O.2. «ie, Sa tall 
. P. Lundberg & Sons, Ltd., Pioneer Works, 
Paradise Passage, Sheringham Rd., N.7 Peete 
Philips Lamps, Ltd., Philips House, 145, Charing Cross Rd., ia 
W.C.2. 
Simplex Conduits, Ltd., Garrison Lane, Birmingham. . a 
4 


Geo. Ellison, Ltd., Perry Barr, Birmingham. 
Siluminite Insulator Co., Ltd., Erith, Kent. 
8S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 


A. P. Lundberg & Sons, Ltd., Pioneer git Works, 
Paradise Passage, Sheringham Road, 


a 
The Edison Swan Electric Co., Ltd., 193-5, Queen Victoria = 


Electric Furnace Co., Ltd., 17, Victoria St., 8.W.1. 


Falk, Stadelmann & . Ltd., Efesca Electrical Works, 83-93, 
Farringdon Road, E.0.1 


Fredk. Thomas Ltd., 189-191, Drummond St., Hamp- 
stead Rd., N.W.1 


St. Helens Cable & Rubber Co., Ltd., Slough. 
Johnson & Phillips, Ltd., Charlton, S.E. 


The Electric Heating Co., George St., Croydon. 


The Electric Heating Co., George St., Croydon. 
Electric Fires, Ltd., Heatrae Works, Norwich. 


Electric Ltd., Culford Works, Kingsbury Rd., 
Islington, N.1. 


Electroflo Meters Co., Ltd., Abbey Rd., Park Royal, N.W.10 
Benham & Sons, Ltd., 66, Wigmore St., W.1. 

B. 8. & W. Whiteley, Ltd., Pool-in-Wharfedale, Nr. Leeds. 
Leni & Gyr, Ltd., Elgee Works, Victoria Rd., North Acton, 
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ELIMAFUSE 
Small circuit breakers for lighting, 
heating and power circuits 


ELIMINAIR 
Feed water deaerator ... 


ELIXUM 
Quick make and break switch and 
fuse, ironclad fuses 


ELLIOTT 


all kin 

ELLISON 

Circuit breakers, electric 
ELLISON 

Plastic insulating compound .. 


ELLMAR 


_— materials, insulating parts, 


ELMANCO 
Square universal house wiring box 
lead-covered systems 

ELMITE 
Circular moulded universal wiring 
box for use with C.T.S. cables 
EMPIRE 

Insulating cloth and tape 


EMPIRE 


EMPIRE 

Automatic controllers, high tension 
fuses, overhead h.t. line equipment 
EMVEE 

Lampholders, switches and general 
accessories 


ments 

ENDOLAC 

High 7! black spirit insulating 
varnish for fi 
tures and fields 


ENDURAL 
Special cables and compound 


ENFIELD 
Cables 


ENSIGN 
Lampholders, wall plugs, &c. 


E.P.S. 
Accumulators 


EQUATORIAL 
Cable 


EQUILUXO 
A special type of glassware ... 


ESLA : 
Street lighting equipment 


ESSELL 
Insulating varnished cloth, papers, 

tapes, &. 

EVER READY 
ry cells, batteries, and electric 

lamps (portabl le) 

EVERAY 

High frequency, violet ray apparatus 


EXALT 
Switches, switch-plugs, &c. ... 


EXAUTO 

e switch 
EXCELLO 
Arc lamps 


EXPRESO 

Quick make-and-break switches and 
switch-plugs. 

FABROIL 

Non-metallic gears 

FAIRYLAND 

Lighting strip 


| Industry & Commerce Alliance, Ltd., Clare House, 55-59, 


measuring instruments of 


Kingsway, W.C.2. 
Richardsons, Westgarth & Co., Ltd., Hartlepool. 
Sykes & Dyson, Ltd., Queen’s Mill Rd., Huddersfield. 


(London), Ltd., Century Works, Lewisham, 


_ Geo. Ellison, Ltd., Perry Barr, Birmingham. 


| Geo. Ellison, Ltd., Perry Barr, Birmingham. 


Moulded pressings in bakelite and | 


Insulating cloths, tapes, silks, papers — 
and tubes 


The Ellmar Mouldings Co., Thimble Mill Lane, Birmingham. 


Baxter & Caunter, Ltd., 219, Tottenham Court Rd., W.1. 


Baxter & Caunter, Ltd., 219, Tottenham Court Rd., W.1. 


. | Attwater & Sons, Hopwood Street Mills, Preston. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, 


Electric Control, Ltd., ‘‘ Empire ’’ Works, Bridgeton, Glasgow. 


Supplies (Props. Elec]. Industries, Ltd.), 


A 
Electric fires, electric heating ele- 


nishing coat on armsa- 


55, Charing Cross 


Appliances, Ltd., Ena Works, 30, Church Rd., 


Pinchin, Johnson & Co., Ltd., General Bldgs., Aldwych, W.C.2 


| W. a ites Telegraph Works Co., Ltd., Holborn Viaduct, 
.C.1. 


The Enfield Cable Works, Ltd., Lincoln House, 296-302, High 
Holborn, W.C.1. 


Goma Sree Co., Ltd., 18-22, Euston Buildings, George 


na * Gold & E.P.S. Co., Ltd., 50, Grosvenor Gdns., 


W. ES es Telegraph Works Co., Ltd., Holborn Viaduct, 


= ie Electric Co., Ltd., Magnet House, Kingsway, 


Electric Street Lighting Apparatus Co., The Foundry, 


Canterbury. 


Spicers, Ltd., 19, New Bridge St., E.0.4. 
Ever Ready Co. (Gt. Britain), Ltd., Hercules Place, N.7. 


i. Galvete 11, Little Saint Andrew St., St. Martin’s 
ane 


General Accor Co., Ltd., 18-22, Euston Buildings, George 


Venner Time Switches, Ltd., 45, Horseferry Rd., S.W.1. 
Korting & Mathiesen Electrica] Co., Ltd., 711 & 715, Fulham 
Rd., 8.W.6. 


General Accessories Co., Ltd., 18-22, Euston Buildings, George 
St., N.W.1. 


British Thomson-Houston Co., Lid., Rugby. 
Imperial Lighting Co. (Implitico), Ltd., 2-6, Pocock St., S.E.1. 
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-A.P. 
"" Conduit and fittings and accessories Fitter & Poulton, Ltd., Vincent Parade, Balsall Heath, 


FARRINGDON 
Bells 


FERRANTI 
Radio apparatus 


FERRANTI 
Radiant fires 


FERRANTI 
Water heaters 


FERRANTI 
Switchboard instruments 


FERRANTI 
Power transformers 


FERRANTI 
Electricity meters 


FERRY 
Low temperature-coefficient, nickel- 


motor starters, 


FIBRE | 
Insulating materials 


FIBRE 
Insulating sheet, rod and tube 


FIBRESTOS 
Fireproof sheets 


FIREBLAZE 
Magicoal fire 


FIRIMINE 
Fuse switches 


FISH-SPINE 
Admiralty-pattern insulating beads 
FLAMINGO 
Electric fires 


FLEXOTUBE 
Insulated sleeving 


FLUVENT 
Distribution fuse boxes 


FLY 
Magicoal fire 


FORMALITE 
Moulding powders 


FORMITE 
' Bakelite moulding materials ... 
FOSTER 
Transformers, kiosks, &c. 


F.R.—B’HAM 
Copper earth clips and other acces- 
sories 


FRANCIS 
Lamp lock 


FREDENNIS 
Telephone and telegraph wires, 
cables, insulators and accessories 
FRIGID 
Fans of all types and sizes ... 


FULLER 
Transformers, single, two- and 
three-phase induction motors, motor 
starters 


FULLOLITE 


FURSE 
Cinema curtain controllers and dim- 
mers, organ and orchestra lifts 
GAMEWELL 
Fire alarm systems 


GARDY 
Rotary switches and fuses 


GEAR SHIELD 
Gear-saving lubricant ... 


Birmingham. 


. | Falk, Stadelmann & Co. ee Efesca Electrical Works, 83-93, 


Farringdon Rd., 


ey. Eee. Hollinwood, Lancs., and Bush House, London, 


my, Zan, Hollinwood, Lancs., and Bush House, London, 


Fant Eat. Hollinwood, Lancs., and Bush House, London, 


Hollinwood, Lancs., and Bush House, London, 


Panett, ... Hollinwood, Lancs., and Bush House, London, 


ra, sae. Hollinwood, Lancs., and Bush House, London, 


| Henry Wiggin & Co., Ltd., Wiggin St., Birmingham. 
copper resistance wires and tapes for | 


. | Mosses & Mitchell, Ltd., 122-124, Golden Lane, E.O.1. 


_ The Micanite & Insulators Co., Ltd., Empire Works, Black- 


horse Lane, Walthamstow, £.17. 
Siluminite Insulator Co., Ltd., Erith, Kent. 


on |: enemas (1928), Ltd., 85-86, Newman St., Oxford St., 


a Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford St., 


Taylor, Tunnicliff (Refractories), Ltd., 110, Cannon St., E.C.4 


British Electric Transformer Co., Ltd. (Sunray Tricity Dept.), 
Wellington House, 125-130, Strand, W.C.2. 


John MacLennan & Co., 115, Newgate St., E.C.1. 


| Parmiter, Hope & Sugden, Ltd., Fluvent Electrical Works, 


Vernon St., Longsight, Manchester. 


(1928), Ltd., 85-86, Newman St., Oxford St, 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, £.17. 


. | Bakelite, Ltd., 68, Victoria St., S.W.1. 


| Foster Engineering Oo., Ltd., Morden Works, Wimbledon, 


F. Ryman, 116, Livery St., Birmingham. 


| Francis Lamp Locks, Ltd., 2, 3 & 4, Pall Mall, S.W.1. 


W. F. Dennis & Co., 70, Queen Victoria St., E.C.4. 


_ | Blectroservice, Ltd., 3, Waterloo Rd., §.E.1. 


Fuller Elecl. & Mnfg. Co., Ltd., 5, Chancery Lane, W.O.2. 


aie. Swan Electic Co., Ltd., 128-5, Queen Victoria St, 


W. J. Furse & Co., Ltd., Traffic St., Nottingham. 


Standard and Cables, Ltd., Connaught House, 
Aldwych, W.O.2. 


Thompson & Co., 1 & 3, Old Swan Lane, E.C.4. i 
Fred. J. Down, 90-98, Fenchurch St., E.C.3. 
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MANUFACTURED BY OR OBTAINABLE FROM 


GECOFIX 
fittings of every 


desc: 

GECOPHONE 
Wireless receiving sets, components 
and 

GECORAY 
Reflectors for shop-window lighting 


GENACCO 
Electrical accessories 


GENEX 
Electrical accessories 


GENII 
Geysers, water heaters, stills, radia- 
tors, thermostats, &c. 

GILSONITE 
Asphaltum, bitumen 

GLASGOW-REX 
Ironclad switches 


GLIMALAC 
For making up mica plates or mate- 
rial commonly called micanite 


GLOBAR 


Non-metallic electric heating ele- 


ments and resistors. 
GLO-CLAD 


Watertight and gastight electric — 


lighting system 
GLOVERITE 
Insulated wires and cables for sig- 
nalling and special situations 
GLOVERS 
Electric wires, cables and lead 
rubber-covered house wiring systems 
GLOVOX 
Compound insulated mains cables ... 
GLOWRAY 


Nickel-chromium-iron resistance | 


wires and tapes for elements in elec- 
tric irons, toasters, 


GLYPTANITE. 
Super micanite sheet ... 


GOBLIN 
Electric suction cleaner 


GRAHAM 
Naval telephone, band repeater and 
docking order equipment 

GREENGATE 
Cables 


GRIPTITE 

— tape 
HATAN 

Nickel Caines high resistance wire 
HAILGLASS 

All kinds of lighting glassware 


HAMILTON BEACH 
Vacuum cleaners, domestic appli- 
ances, carpet washers and 
mixers 
HARCOURT 
Artistic electric light fittings, door 
eer and switch plates 
HARPO 
Guy na for staying poles, &c. . 
HART 
Electric accumulators ... 
HAZEMEYER 
Switchgear, &c. .. 
HEATRAE 


Oil heaters, small cookers, hot pipes 


HEATRAE 
Electric fires, immersion heaters, 
heaters 

H.E 
Cables and fittings of all see 
tions, glassware, wireless sets 


HELENITE 
Electric cables ... 
HELSBY 
Condensers for telephone, telegraph 
and power factor improvement 
HELSBY : 
Cords (telephone and switchboard) ... 


The General 0~ Co., Ltd., Magnet House, Kingsway, 
London, W.C.2 


General Electric Co., Ltd., Magnet House, Kingsway, W.C.2. 


The General Electric Co., Ltd., Magnet House, Kingsway, 
London, W.C.2. 


The General Accessories Co., Ltd., 18-22, Euston Buildings, 
George St., N.W.1. 


The General Accessories Co., Ltd., 18-22, Euston Buildings, 
George St., N.W.1. 
| Geo. Nobbs, Ltd., 87-89, Cleveland St., Fitzroy Sq., W.1. 
Ashby, Morris, Ltd., 17, Laurence Pountney Lane, E.C.4. 
| Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., 
Birmingham. 


Pinchin, Johnson & Co., Ltd., General Bldgs., Aldwych, W.C.2. 


British Resistor Co., Ltd., 32, Clare Rd., Halifax, England. 
W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 
Henry Wiggin & Co., Ltd., Wiggin St., Birmingham. 


: | The Micanite & Insulators Co. .. Empire Works, Black- 


horse Lane, Walthamstow, "B17 


British Vacuum Cleaner & Engineering Co., Ltd., Parsons 
Green Lane, S.W.6. 


Alfred Graham & OCo., Ltd., St. Andrew’s Works, Slough, 
Bucks. 


‘Greengate & Irwell Rubber Co., Ltd., Greengate Works, Sal- 
ford, Manchester. 


Spicers, Ltd., 19, New Bridge St., E.C.4. 
L.P.S. Electrical Co., Ltd., Ealing Rd., Alperton, Middlesex. 
Hailwood & Ackroyd, Ltd., Beacon Works, Morley, Nr. Leeds. 


| 
| S. G. Leach & Co., Ltd., 26-80, Artillery Lane, E.1. 


Metro-Vick Supplies (Props. Sapetated Elecl. Industries, Ltd.), 
Charing Cross Rd., W.C.2. 


Fred. J. Down, 90-93, Fenchurch St., E.C.3. 


Hart Accumulator Co., Ltd., Marshgate Lane, E.15. 
Alan Wright, 117, Victoria St., S.W.1. 


Electric Fires, Ltd., Heatrae Works, Norwich. 
Electric Fires, Ltd., Heatrae Works, Norwich. 


H. E. Kettle, Ltd., St. Peters St., Maidstone. 


St. Helens Cable & Rubber Co., Ltd., Slough. 


British Insulated Cables, Ltd., Prescot, Lancs. 


British Insulated Cables, Ltd., Prescot, Lancs. 
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HELSBY 
Rubber-insulated cables 


HELSBY 
Wiring systems ... 


HENLEX 
Special compound insulation... 


HENLEY. 
Link disconnecting boxes 


HENLEY 
Distribution pillars 


HENLEY 
Tape 


HENLEY 
Cables of all types 


HENLEY 
Joint box compounds ... 


HENLEY 
Plywood backboards 


HENLEY WIRING SYSTEM 
Special wiring system and fittings ... 


HERCULENE 
Electric cables ... 


HERMES 
Bare copper wire and strip, cotton 


covered and braided wire and strip, | 


light cables and flexibles 


HEROULT 
Electric furnace, arc type for steel 
and nickel melting 


HINGELESS 
— (non-corrodible, detach- 
able 


HITEST 
Cables 


HOFFMANN 
Ball and roller bearings, steel balls 
and rollers 

HOLDERS 
Turned and repetition parts in brass 
or steel, metal stampings, electnc 
lampholders and fittings 


HOLOPHANE 
Scientific lighting 


HOMOGENEOUS 
Leadless non-hygroscopic cable for 
low and the highest tensions 


HOT-POINT 
Electric irons, soldering irons and 
branders 


HOTPOINT 
Domestic electric appliances .. 


HOTPOINT 
Domestic electric appliances . . 


Electric cookers .. 


H.W.S. 
Special wiring system and fittings ... 


HYPER-SCALE 
Electrical measuring instruments ... 


ICALL 
Electro-medical apparatus, electrical 
equipment for hairdressers 


IDEAL 
Electrical measuring instruments 
and relays of all types 


I. & F. 
Controller fingers, contacts and | 


liery coal-cutter spares and renewals | 


IGRANIC 


All types of electric motor pasting | 


and motor controlling apparatus an 
wireless components 
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MANUFACTURED BY OR OBTAINABLE FROM 


British Insulated Cables, Ltd., Prescot, Lancs. 


British Insulated Cables, Ltd., Prescot, Lancs. 


Telegraph Works Co., Ltd., Holborn Viaduct, 


T. s Telegraph Works Co., Ltd., Holborn Viaduct, 


Q 


sah s Telegraph Works Co., Ltd., Holborn Viaduct, 


is nley’s Telegraph Works Co., Ltd., Holborn Viaduct, 


a mley’s Telegraph Works Co., Ltd., Holborn Viaduct, 


. Hen and s Telegraph Works Co., Ltd., Holborn Viaduct, 
ym ley’s Telegraph Works Co., Ltd., Holborn Viaduct, 
: ey s Telegraph Works Co., Ltd., Holborn Viaduct, 


1.0. 
ad s Telegraph Works Co., Ltd., Holborn Viaduct, 


Rd. Johnson, Clapham & Morris, Ltd., St. Mary’s Rd., Newton 
Heath, Manchester. 


Electric Furnace Co., Ltd., 17, Victoria St., S.W.1. 
S. Bill & Co., Ltd., Queen’s Rd., Aston, Birmingham. © 


Falk, Stadelmann & Co., Ltd., Efesca Electrical Works, 83-93, 
Farringdon Road, E.O.1. 


Hoffmann Mfg. Co., Ltd., Chelmsford, Essex. 


Holders, Ltd., West Silvermills, Edinburgh. 


Holophane, Ltd., Elverton St., Vincent Sq., 8.W.1. 


Maatschappij Tot Vervaa Van Homogene 
Cables, L 48, Stadhoudersplein, 
ague, Holland 


Dowsing Radiant Heat Co., Ltd., Bollo Lane, Acton, W.3, 
and 91-3, Baker St., W.1. 


Hotpoint Electric Appliance Co., Ltd., 24, Newman St., 
Oxford St., W.1. 


a Appliance Co., Ltd., 24, Newman St., Oxford 


Hotpoint Electric Appliance Co., Ltd., 24, Newman St., 
Oxford St., W... 


W. z paws Telegraph Works Co., Ltd., Holborn Viaduct, 


Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 


I. Oalvete, Ltd., 11, Little Saint Andrew St., St. Martin’s 
Lane, C.2. 


Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 
Imeson & Finch, ‘‘ Empress ’’ Works, Stockton-on-Tees. 


Igranic Electric Co., Ltd., 149, Queen Victoria St., E.C.4. 
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IGRANIC-PACENT 

adio components for wireless re- 
ceiving sets 

IMP (Regd.) 

Flat tumbler switches and switch 
plugs 

IMPERIAL 

Conduit tubes and accessories 


IMPERIAL 

Electric stage equipment 

IMPREGNITE 
Black, solid, impregnating com- 

— for treating all types of coils 

aving a great depth of wire 


INKWELL 
Recording instruments 


INTERMEDIATE 
.from more than two positions 


INVENTUM 

Fires, cookers, water heating and 
domestic appliances 

INVENTUM 

Electric fires, electric water taps, 
electric cisterns 

INVENTUM 

Electric fires, water heating and 
cooking appliances 


INVENTUM 
Radiators, water heaters, &c. 


IRONSAFE 
Switchboards 


ISCO 
Ironclad service cutouts 


ISOLAC 
An acid and waterproof, air dryin 


manent plasticity 

JACELITE 

Moulded accessories 

JACKSON 

Electric cookers, fires, kettles, breal- 
fast cookers, 


Universal wiring clips ... 


& P 
Wiring system ... 


JUBILEE 
Worm-drive earthing clips 


KALANITE 
Insulating material 


KALANOID 
Plastic waterproof compound 


KALECORE 
Electric cables 


KALEECO 
Electric wiring system 


KALIBOND 


bonding wire 
KANDEM 


arc lamps all purposes 
KANGAROO 


Electric radiator 
KANTARK 


ds 
on-hygrosco) 
for low and tension 


KATHANODE | 

Storage batteries 
KEEPALITE.. 

Emergency lighting system ... 


Tumbler switch for control of lamps — 


and baking insulating varnish of | 
high electrical resistance, and per- | 


Lead-sheathed cable having special | 


Fuses, cut-outs and distribution 


ic insulating material | 


Igranic Electric Co., Ltd., 149, Queen Victoria St., E.0.4. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


Isaac Griffiths & Sons, Imperial Works, Wednesbury, Staffs. 
Imperial Lighting Co. (Implitico), Ltd., 2-6. Pocock St., S.E.1. 


Pinchin, Johnson & Co., Ltd., General Bldgs., Aldwych, W.C.2. 


& Co., Ltd:, Colindale Works, Hendon, 


A. P. Lundberg & Sons, Ltd., Works, 
Paradise Passage, Sheringham Rd., 


Alan Wright, 117, Victoria St., S.W.1. 
W. O. Yuille & Co., Ltd., 155a, St. Vincent St., Glasgow, O.2. 


Inventum Electrical Appliances, Sales Dept., 117, Victoria 
St., S.W.1. (Alan Wright, ‘Sole Agent, Gt. Britain and 
Colonies). 


W. E. Beardsall & Co., Ltd., 5, Victoria Bridge, Manchester. 


| (1928), Ltd., 85-86, Newman St., Oxford St., 


Ww. Telegraph Worke Co., Ltd., Holborn Viaduct, 


Pinchin, Johnson & Co., I.td., General Bldgs., Aldwych, W.C.2. 


J. A. Crabtree & Co., Ltd., Lincoln Works, Walsall. 


| The Jackson Electric Stove Co., Ltd., 143, Sloane St., S.W.1. 


Walter Balmford, M.I.E.S., 
house Lane, Birmingham. 


Johnson & Phillips, Ltd., Charlton, S.E. 


‘‘ Electric House,’’ 116, Steel- 


L. Robinson & Co., ‘‘ London Chambers,”’ Gillingham, Kent. 


Callender’s Cable & nog YF Co., Ltd., Hamilton House, 
Victoria Embankment, E.C.4. 


Callender’s Cable & Construction Co., 
Victoria Embankment, E.C.4. 


Ltd., Hamilton House, 


- | Callender’s Cable & Construction Co., Ltd., Hamilton House, 


Victoria Embankment, E.C.4. 


_ Callender’s Cable & Construction Co., Ltd., Hamilton _ House, 


Victoria Embankment, E.C.4. 


Callender’s Cable & Construction Co., Ltd., Hamilton House, 
Victoria Embankment, E.C.4. 


Korting & Mathiesen Electrical, Ltd., 711 and 715, Fulham 
Rd., S.W.6. 


(1928), Ltd., 85-86, Newman St., Oxford St., 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., 


Birmingham. 

Tot Vervaardiging Homogene Kables 
(Homogeneous Cables, Ltd.), 43, Stadhoudersplein, The 
Hague, Holland. 


- | The D.P. Battery Co., Ltd., Bakewell, Derbyshire. 


. | The Chloride Electrical Storage Co., Ltd., Clifton Junction, 
near Manchester. 


— 
| 
> 
4 
q 
| 
a 
J 
| 
L 
: 
ja 
eee eco ose 
- hy 
J 
LE 
LIN, 
| 
‘i 


December, 1929. THe ELEecTRICAL 


NaME AND DesorIPTION. 


Review TraDE Names SuPPLEMENT. 13 


Tue Evecrrica, Review Trape Names 


KELLEMS 
Cable grips 

KEY FIBRE CONDUIT 
Conduit for underground cables and 
bird guards 

KILARC 
Positive action quick make and 
break tumbler switches 


KINARKO 
—_— for cinematograph work, 


KINGSWAY 
Combined switch and plug ... 


KLYMAX 
Single and two-way narrow-panel 
tumbler switches 

KOMET. 
Eiectric heating appliances ... 


KONE 
Loud speaker ... ood 


KONFORM 
Switch plug 


K-RA 
Concealed lighting of signs, show- 
cases, posters, shop facias, &c 
KWIKWIRE 
Lampholders and tumbler switches... 


YE 
Electric lamps 


LANCASHIRE 
Generators and motors, synchronous 
motors, turbo-alternators, &. 


LATASCALE 
Indicating instruments 


| 


LAURIE & INGLEFIELD | 
ae lights and stretching pen- | 
ants 


LEATHEROID 
Insulating materials 


LEATHEROID 
Insulating materials 


LEATHEROID 
Insulating materials 


‘8.6. 
Switchgear, conduits, cables and 
wireless accessories 


it. LECCO 
Stimulator, health motor 


LECITE (Regd.) 


ae, Wires and cables 
(Regd.) 
Be, Box filling compounds 
LEDWAY 
- Junction box for lead-covered wiring 
systems 
LEKTRIK (Regd.) 
Ise, Switches, plug connectors and kin- 


dred accessories 


LEW (Regd. 


™, ires and cables 
(Regd.) 
nam adio 
LIMPET TAPE | 
St., Adhesive insulating tape 
LINK 
St. Clips for fixing metal sheathed house 
wires 
bl LINOLITE 
Reflector fittings for 
° cornice and picture lightin 
LITHOLITE 
Moulded insulators 
LITTLE GIANT 


ction, Electric and pneumatic portable 


hand drills 


| FP. J. Down, 90-3, Fenchurch St., E.C.3. 
_ Key Engineering Co., Ltd., 4, Queen Victoria St., E.C.4. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 


Paradise Passage, Sheringham Rd., 


| Tee, Conant Electric Co., Ltd., Magnet House, Kingsway, 


The General Electric Co., Ltd., Magnet House, Kingsway, 
London, W.C.2. 


A. P. Lundberg & Sons, Lid., eee ieee Works, 
Paradise Passage, Sheringham Rd., 


Electric Heating & Hardware, Ltd., Crown Works, Berkley 
St., Birmingham. 


Standard & Cables, Ltd., Connaught House, 
Aldwych, W.C.2 


Benen Hintete (1928), Ltd., 85-86, Newman St., Oxford St., 


A. W. Beuttell, Ltd., 96, Victoria St., S.W.1. 


J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham. 


. | The British Elec. Transformer Co., Ltd. (Sunray Tricity 


Dept.), Wellington House, 125-130, Strand, W.C.2. 


| Lancashire Dynamo & Motor Co., Ltd., Trafford Park, Man- 


chester, associated with The Crypto Electrical Co., Ltd., 
Acton Lane, Willesden, N.W.10. 


Elliott Bros. (London), Ltd., Century Works, Lewisham, 


Thos. Laurie & Co., Ltd., West End, Falkirk. 


Mosses & Mitchell, Ltd., 122-124, Golden Lane, E.O.1. 
Attwater & Sons, Hopwood St. Mills. Preston. 
The Micanite & Insulators Co., ia. Empire Works, Black- 


horse Lane, Walthamstow, "B.17 
The London Electrical Co., 1, Sherborne Lane, E.C.4. 


Zimbo Products (1929), Ltd., 130, Regent St., W.1. 


The Liverpool Electric Cable Co., Ltd., Linacre Lane, Bootle, 
Liverpool. 


The Liverpool Elec. Cable Co., Ltd., Bootle, Liverpool. 


W. R. Thornton, Ltd., Barrow-in-Furness. 


P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


The London Electric Wire Co. & Smiths, Ltd., Playhouse 
Yard, Golden Lane, E.C.1. 


The London Electric Wire Co. & Smiths, Ltd., Playhouse 
Yard, Golden Lane, E.C.1. 


Connollys (Blackley) Ltd., Blackley Vale Mills, Blackley, 
Manchester. 


W. gu Telegraph Works Co., Ltd., Holborn Viaduct, 


A. W. Beuttell, Ltd., 96, Victoria St., S.W.1. 


Litholite Insulators, Ltd., 55-57, Hackney Grove, London, E.8 


The Tool Co., Ltd., Egyptian House, 
170, Piccadilly, W.1 


| 
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LIVERPOOL CABLES 
Wires and cables a 


L.K. 


loud-speakers, &c 
LOHYS 


LORIVAL 
Insulating material 


LOTEN 
L.T. accumulators 


L.P. 
Lamplock 
L.P.S. 


L.P.S. 


and tungsten contacts 


L.P.S.-DUDLO 
Enamelled wire ... 
L.S.A. 

Batteries . 


LUNDBERG 


dred accessories 
LUX 


Dry gas fire extinguishing 
LUXRAY 

Glassware lighting units 
LYRIC 

Fittings wire 
M.& C 


ironcla 
MACINTOSH 


MACINTOSH 
Wiring systems ... 


MACONITE 
Insulated cables 


MACRORY 
Service box 


MAGICLOG 
Electric log fires 


MAGICOAL 
Electric fires 


MAGNASTART 


High-starting torque 
induction motors 


MAGNET 

MAGN 

ironing, 
MAGNET 

dustrial purposes 
MAGNET 


MAGNET 
Batteries ... 


MAGNUM 
Two-pin plug connectors 


MANOR 


Electrical sheets and stampings 


Cookers, fires, water heaters ... 


House service meters, overhead line 
switchgear, lighting accessories 


.K. 
Wireless all-mains electric receivers, 


Insulated varnished silk cambric, 
peper, tapes and sleevings, bakelite, 


Magnet and resistance wires, cords 


Switches, plug connectors and kin- 


. | Lorival Mfg. Co. 
Middlesex. 


December, 1929. 


MANUFACTURED BY OR OBTAINABLE FROM 


. | The Liverpool Electric Cable Co., Ltd., Linacre Lane, Bootle, 


Liverpool. 
Elkay Electrical Mfg. Co., Ltd., 4, Southampton Row, W.C.1. 


Elkay Elecl. Mfg. Co., Ltd., 4, Southampton Row, W.C.1. 


Joseph Sankey & Sons, Ltd., Bilston, Staffs. 


(1921), Ltd., Norwood Works, Southall, 


The Edison Swan Electric Co., Ltd., 128-5, Queen Victoria 


St., E.C.4 
G. 8. Pou & Co., 4-5, New Compton St., Charing Cross 


L.P.S. Electrical Co., Ltd., Ealing Rd., Alperton, Middlesex. 


L.P.S. Electrical Co., Ltd., Ealing Rd., Alperton, Middlesex. 


L.P.S. Electrical Co., Ltd., Ealing Rd., Alperton, Middlesex. 
Thompson & Co., 1 & 3, Old Swan Lane, E.C.4. 


A. P. Lundberg & Sons, Lid., Works, 
Paradise Passage, Sheringham Rd., 


Walter Kidde & Co., Inc., 2, Victoria St., S.W.1. 


. Downes & Davies, 1 & 3, Stanley St., Liverpool. 


Paper and rubber insulated cables .. 


Electric fans of every description ... 


Conduits, fittings and accessories ... 


Open type switch and control gear, | 
switch and control gear, — 
flameproof switch and control gear 


| Standard Telephones & Cables, 


squirrel-cage 
‘The General Electric Co., 


Household electric appliances for | 
heating, cooking, washing, cleaning, 


Wiring systems for general and in- | 


_ The General Electric Co., Ltd., Magnet House, 


W. rs tae Telegraph Works Co., Ltd., Holborn Viaduct, 


Mavor & Coulson, Ltd., 47, Broad St., Mile End, Glasgow. 


The Macintosh Cable Co., Ltd., St. James’s House, St. James’s 
St., S.W.1. 

The Macintosh Cable Co., Ltd., St. James’s House, St. James’s 
St., S.W.1. 


The won Cable Co., Ltd., St. James’s House, St. James’s 


Ltd., Connaught House, 


Aldwych, W.C.2. 
(1928), Ltd., 85-86, Newman St., Oxford St., 


Pgs tte (1928), Ltd., 85-86, Newman St., Oxford St., 
Harland Engg. Co., Ltd., B.E.P. Works, Alloa, Scotland. 


Ltd., Magnet House, Kingsway, 


London, W.0.2 


The General Electric Co., Ltd., Magnet House, 
London, W.0.2. 


Kingsway, 


The General Electric Co., Ltd., Magnet House, Kingsway, 


London, W.0.2 


Kingsway, 
London, W.C.2. 


‘The General Co., Lid., House, 
ndon, 2. 


Kingsway, 


_ A. P. Lundberg & Sons, Ltd., Pioneer | ee Works, 


Paradise Passage, Sheringham Rd., 
The — Electric Oven & Fire Co., 303, High Rd., Chiswick, 
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MANUFACTURED BY OR OBTAINABLE FROM 


MANSON 
Adhesive protecting tape 


MARCONI 


Various types of valves for reception 


and transmission, bright and dull 
emitter for both general and special 
purposes 
MARELLI 
Electric fans 
MARTINS 
A.P. double-pole porcelain fuses 
MARTINDALE 
Commstones, portable electric 
blowers, motor maintenance equip- 
ment 
MARVEL 
Tumbler switches for variable con- 
trol from two or more positions 
MASTA 
Ironclad fuse-switches ... 


MAXEI 
Vacuum impregnating plant, coil 
and armature winding machines, 
coreplate varnishing machines 
MAXIGRAPH 
Chart recording maximum demand 
instruments 
MAXIM 
Lamps 


MAXLUME 
Industrial and commercial lighting 
fittings and heating apparatus 
MAXTORQ 
Squirrel-cage type induction motors 
(single, two and three speed type) 


MAYTAG 
Electric clothes washer 


MAZDA 
Electric lamps 


M.C.L. & REPETITION 
Automatic screw machine products ... 


M.E.C, 
Small electric motors, a.c. and d.c. 
rgan-blowing equipments, forge 
blower, industrial &c. 
MEDIUM RESISTANCE 
Special high-quality dynamo sheets 
and stampings 
MEGGER 
Electrical instruments 
MEGGERLAC 
Grey enamel for insulating all classes 
of electrical windings where heat 
dissipation is desired 
MEGOHMOID 


Cable materials ... 


MEMETTE 
Tronclad switches 


MEM8 
Insulated switches 


MEMREX 
Tronclad switches 


MEMSET 
Splitters (D.P. switch with 4 §.P. 
fuses) 

MERSEY 
Motors and dynamos ... 

MERSEY CABLES 
Rubber-insulated wires and cables ... 

MET-VICK 
Electric appliances, wiring acces- 

sories and supplies of all kinds 

MET-VICK 
domestic appliances, electric 
‘equipment, &e. 

MET-VICK 

Radiophones, radio valves and wire- 

less apparatus 

MET-VI Ick 
, fans 


MET-VICK (S. 
Shortpath wireless valves, blue spot, 
green spot and red spot 


Ltd., Vulcan Works, 156-170, Bermondsey 


M.O. agg Co., Ltd., Osram Works, Brook Green, Hammer- 
smith. 


Marelli & Co., Ltd., 19-20, Garlick Hill, E.C. 
W. C. Martin & Co., Ltd., 12, West Campbell St., Glasgow, C.2. 


| Martindale Electric Co., Ltd., The Hyde, Hendon, N.W.9. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


Cong ate (1928), Ltd., 85-86, Newman St., Oxford St., 


Soc. Anon. Machines Auxiliares Pour |’Electricité & |’Indus- 
trie, 66, Victoria St., S.W.1. 


Lo?! s Gyr, Ltd., Elgee Works, Victoria Rd., North Acton, 


Poynter, Griffiths & Co., Ltd., Maxim Lamp Works, 75, 
Canonbury Rd., N.1. 


Veritys, Ltd., Plume Works, Aston, Birmingham. 
Lancashire Dynamo & Motor Co., Ltd., Trafford Park, Man- 


chester, associated with The Crypto Electrical Co., Ltd., 
Acton, Lane, Willesden, London, N.W.10. 


| Hotpoint Ww. Appliance Co., Ltd., 24, Newman St., 


Oxford St 


The British Thomson-Houston Co., Ltd., Crown House, Ald- 
wych, W.C.2. 


M.C.L. & Repetition, Ltd., Pool Lane, Langley, Birmingham. 


The Medical Engineering Co., Ltd., Englefield Rd., N.1. 
Millns Electrical Co., 17, Whitefriars St., E.C.4. 


Joseph Sankey & Sons, Ltd., Bilston, Staffs. 


Evershed & Vignoles, Ltd., Acton Lane Wks., London, W.4. 
Pinchin, Johnson & Co., Ltd., General Bldgs., Aldwych, W.C.2. 


Lindsay & Williams, Ltd., Bennett St. Works, Ardwick, 
Manchester 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., 
Birmingham. 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., 
Birmingham. 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., 
Birmingham. 


Midland Elec. Mfg. Co., Ltd., Barford St., Birmingham. 


City Electrical Co., 1, Emerald St., W.C.1. 
Mersey Cable Works, [.td., Linacre Lane, Bootle, Liverpool. 


Supplies (Props. : Assoc. Elecl. Industries, Ltd.), 
55, Charing Cross Rd., W.C.2. 
Supplies (Proj we ssoc. Elecl. Industries, Ltd.), 
155, Charing Cross 


Metro-Vick Supplies (Pro sp Assoc. Elecl. Industries, Ltd.), 
155, Charing Cross Rd., W.C.2. 


, | Metro-Vick Supplies (Pro os ag Assoc. Elecl. Industries, Ltd.}, 


155, Charing Cross 


Metro-Vick Supplies ( .: Assoc. Elecl. Industries, Ltd.), 
155, Charing Cross Rd., W.C.2. 


W.C.2. 
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NAME AND DESCRIPTION. 


MET-VICK-RAY 
All metal shop window reflectors 


METROHM 
Insulation tester 


MICA 
Block splittings, washers, &c. 


MICANITE 
Insulating sheet, tubes, washers, &c. 


MIDGET MASTA 
Fuse switch 


MILL 
Circuit breakers 
MINIMAX 
Bakelite 2, 3, and 4 pin side-entry 
cord-grip plugs 
MOONSTONE 
Glassware 
MOPUMP 
on and motor designed as a unit 
MORCO 
Illuminating glassware, electrical 
accessories, heating apparatus 
MORGANITE 
Brushes 


MORGANITE 
Electric heaters ... 


MORTISE 
Single-way small 
tumbler switches 
MOULDENSITE 
Moulding powders and impregnating 
varnishes 
MOULDENSITE . 
Moulding materials 


MUELLER 
Universal test clips 

MULLARD MASTER RADIO. 
Radio valves of all descriptions, radio 
apparatus 

MULPARVO 
‘A utility heater ... 

M.V. 


narrow-panel 


electric apparatus 

scription 
MYCALEX 

Insulation products 


tape .. 

NALDERS 

Electrical measuring instruments 
and relays of all types 


Electrical plant ... 


N.C.S. 
Electrical measuring 
and relays of all types 


NECO 


instruments 


d.c. 
NEOPHONE 
The new high-efficiency central bat- 
toy telephone of the micro-tele- 


ritish 
NEPTUNE. 
Bare wires of all descriptions, insu- 
lated wires, telegraph, te ephone and 
submarine cables 


NEWBERRY 
Magicoal fires 


NEWBRIDGE 
NEWTONS ‘OF TAUNTON 


1.t. switchgear, &c. 
NICHRO 

Electric domestic irons 
NICO | 
Fittings, glassware and accessories .. 
NIPHAN 

Couplings and plugs for cables 
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MANUFACTURED BY OR OBTAINABLE FROM 


Supplies (Pro Elecl. Industries, Ltd.), 


55, Charing Cross 
Everett, Edgcumbe & Co., Ltd., Colindale Works, Hendon, 
N.W.9. 
The Micanite & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, E.17. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, E.17. 


(1928), Ltd., 85-86, Newman St., Oxford St., 


_ Geo. Ellison, Ltd., Perry Barr, Birmingham. 


A. P. Lundberg & Sons, Ltd., eid Electrical Works, 
Paradise Passage, Sheringham Rd., 


Underwood (Manchester), Ltd., 1, Dickinson St., Manchester. 


Rhodes, Brydon & Youatt, Ltd., Waterloo Rd., Stockport. 


T B. Morley & Co., Ltd., Jameson St., Hull, and Leeds. 


The Morgan Crucible Co., Ltd., Battersea Works, Church 
Rd., S.W.11. 


The Morgan Crucible Co., Ltd., Battersea Works, 
Rd., S.W.11. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


Church 


Mouldensite, Ltd., Darley Dale, Derbyshire. 


Bakelite, Ltd., 68, Victoria St., S.W.1. 


| L.P.S. Electrical Co., Ltd., Ealing “Rd., Alperton, Middlesex. 


The Mullard Wireless Service Co., Ltd., London and Branches. 


| sons enone (1928), Ltd., 85-86, Newman St., Oxford St., 


Wiring materials, accessories and | 
of every de 


Electric motors ¢ to 1 h.p., a.c. and | 


hone standardised by the 


A.c. and d.c. dynamos and motors, | 


Assoc. Elecl. Industries, Ltd.), 


Metro-Vick Supplies (Pro 


155, Charing Cross 
Co., Ltd., 328, Abbey House, Westminster, 


St. Helens Cable & Rubber Co., Ltd., Slough. 

Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 

Haslam & Newton, Ltd., Formerly Newton Bros. (Derby), 
Alfreton Rd., Derby. 

Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 


3, North Side, Clapham 


Normand Electrical Co., Ltd., 
Common, 8.W.4. 


Siemens Bros. & Co., Ltd., Woolwich, S.E.18. 


W. F. Dennis & Co., 70, Queen Victoria St., E.C.4. 


Richardsons, Westgarth & Co., Ltd., Hartlepool. 


(1928), Ltd., 85-86, Newman St., Oxford St., 


=| Horstmann Gear Co., Ltd., Newbridge Works, Bath. 


Newtons of Taunton, 6, Grape St., W.C.2. 


. | Cranmer & Cheshire, 9, Steward St., Spring Hill, Birmingham. 


Nico Light Co., Ltd., 19, Farringdon Avenue, E.C. 
Simmonds Stokes, Ltd., 4, Vernon Place, Southamptoa 
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MANUFACTURED BY OR OBTAINABLE FROM 


NO-LAG 


Induction motors 


NOMAG 


Non-magnetic iron 


NOMET 


British Thomson-Houston Co., Ltd., Rugby. 


.  Ferranti, Ltd., Hollinwood, Lancashire & Bush House, W.C.2. 


Special wiring system and fittings... 


NOVEL 


Switch, 5-amp. tumbler type, fitted 
with extra terminal for looping 


xX 
Electric lamps and glass bulbs, tubing 
and rod. 


OASIS 
Accumulator 


paints, battery testers 


OHMALINE 


Insulating varnish 


OHMER 


acid-resisting 


| W. z ee Telegraph Works Co., Ltd., Holborn Viaduct, 


| W. z adie Telegraph Works Co., Ltd., Holborn Viaduct, 


| The pe Electric Lamp Co., Ltd., Hunslet Rd. Works, Hunslet, 


eds. 


General Chemical & Pharmaceutical Co., Ltd., Willesden, 
N.W.10. 


. Griffiths Bros. & Co., London, Ltd., Macks Rd., 8.E.16. 


Insulating testing sets... 


OKONITE 


Insulating tape ... 


OLONITE 


Cable insulation and protection 


OMEGA 


ORB 


Switchgear, ironclad 


ORBIT 


Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 


- | William Geipel, Ltd., . Vulcan Works, 156-170, Bermondsey 
| St., S.E.1. 


Traversing desk bracket or cabin fan 
for commercial or marine use 


OSRAM 


Various types of valves for reception 
and transmission, bright and dull 


purposes 
OSRAM 


emitter for both general and special — 


Electric lamps for all conditions of 


lighting 
OSRAM 


Wireless valves of all types for gene- 
ral and special requirements 


OWL 
Porcelain 


OZONAIR 


Ozone apparatus, pure air ventilation 


P. & G. 
Accumulators 


A & 
Accumulators 


PAKYDERM 


Finishing varnish 


PARAGON 
Air pump ... 


PAXOLIN 
Bakelite 


PAXOLIN 


varnish-paper boards, 
tubes, cylinders 


Transformer and switchgear bush- 


ings, insulators, & 


PEERLESS 


Insulator and fibre 


PEERLESS 


Single-phase repulsion induction 


motors, generators and fans 


PEERLESS 


Insulation paper 


PEERLESS 
Insulation 


PELAPONE 


. | The Micanite & Insulators, Co 


Country-house electric lighting plants | 


PERCO- WASH 


Electric clothes-washing device and 


washboiler 
PERNAX 


Cable insulation, bird guards Fi 


PERTINAX 


tubes and boards 


Impregnated paper (bakelite base) | 


PETROLEX 


Fire extinguishers 


equipment 


for electrical 


‘ | The Greenwich Cable Works, Ltd., Mitcham Rd., Croydon. 
Vacuum electric lamps of all kinds 


Ltd., Rodney Place, Merton Abbey, 


Geo. M’Cartney & Co., Burnside Works, Cumnock, N.B. 


Veritys, Lid., Plume Works, Aston, Birmingham. 


M.O. Valve Co., Ltd., Osram Works, Brook Green, Hammer- 
smith. 


Co., Ltd., Magnet House, Kingsway, London, 


Conga ee Co., Ltd., Magnet House, Kingsway, London, 


Geo. Wade & Son, Ltd., Manchester Pottery, High St., 
Burslem, Staffs. 


Ozonair, Ltd., 96, Victoria St., S.W.1. 


res & Gold & E.P.S. Co., Ltd., 50, Grosvenor Gardens, 


Peto & Radford, Props. : Pritchett & Gold & E.P.S. Co., Ltd., 
50, Grosvenor Gardens, S.W.1. 


Griffiths Bros. & Co., Loudon, Ltd., Macks Rd., 8.E.16. 
G. & J. Weir, Ltd., Cathcart, Glasgow. 


_ The Micanite & Insulators Co., Ltd., Empire Works, Black- 


horse Lane, Walthamstow, E.17. 


The Micanite & Insulators Co., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, E.17. 


Attwater & Sons, Hopwood Street Mills, Preston. 


§. G. Leach & Co., Ltd. ,26-80, Artillery Lane, E.1. 


J. Burns, Ltd., Wangye Works, Chadwell Heath, Essex. 


., Ltd., Empire Works, Black- 
horse Lane, Walthamstow, £.17. 
New Pelapone Engine Co., Ltd., 45, Baker St., W. 


The Jackson Electric Stove Co., Ltd., 143, Sloane St., 8.W.1. 


The Greenwich Cable Works, Ltd., Mitcham Rd., Croydon. 
Geo. L. Scott & Co., Ltd., 69, Fleet St., E.C.4. 


Read & Campbell, Ltd., 75, Victoria St., Westminster, S.W 1. 
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MANUFACTURED BY OR OBTAINABLE FROM 


PHENOLITE 

Laminated bakelite 
PHILILITE 

Totally enclosed diffusing units 
PHILILUX 

Enclosed diffusing units 


PHILIPS 
Wireless and lamps 


PHILIRAY 

Shop window reflectors 
PHILUMA 

Local lighting industrial units 
PHLATTA 

Switches ... 


PHONOPORE 
Telephones for superimposing on 
telegraph lines 

PINNACLE 
Switch fuses, enclosed fuses, &c. 


PIONEER f 
Turn-type switches and switch plugs 


PIRELLI-GENERAL 
Wires, cables and flexibles ... ~ 


PIVOT 
Single and two-way tumbler switches | 


PIVOT COMBINATION 
Two-pin tumbler switch plug 


PIVOT INTERMEDIATE 
Tumbler switches for control of 
lamps from more than two positions 


Bell pushes with straight-line move- 
ment 
PLANIA’ 
Arc lamp carbons, carbon brushes, 
carbon battery plates, &c 
POINTOLITE 
Lamps 


PRACHE . 
Foundations for preventing vibra- | 
tions 

PREMIER 
Fires 


PREMIER 
Accumulators 


PREMIER DUPLEX 
Electric vacuum cleaner 


PREMIER JUNIOR 
Electric vacuum cleaner 
PRESCOT 
Box compounds 
PRESCOT 
Feeder pillars 
PRESCOT 
Joint boxes 
PRESCOT 
Overhead equipment for electric | 
railways and tramways 


PRESCOT 
Paper insulated cables 


ESCOT 
ra .. | British Insulated Cables, Ltd., Prescot, Lancs. 


Cotton-covered wires ... 
PRESSPAHN 


Insulating board in all thicknesses... | 


PRESTO 
Single and two-way quick make and 
break bakelite pendant switches | 


PRISMAT 
Directional bulkhead fitting . 


PRISMATIC 
Bulkhead fitting 


PROCELL 
Corrosion-proof type rubber insulated | 
cable. 

PROMETHEUS 
Electric irons, radiators, water 
heaters, &c. 


‘ British Insulated Cables, Ltd., Prescot, Lancs. 
. British Insulated Cables, Ltd., Prescot, Lancs. 
.. | British Insulated Cables, Itd., Prescot, Lancs. 


|The Wardle Engg. Co., Ltd., Elsinore Rd., Old Trafford, 


| Dowsing Radiant Heat o ia. Bollo Lane, Acton, W4, 


| J. Burns, Ltd., Wangye Works, Chadwell Heath, Essex. 
Philips Lamps, Ltd., 145, Charing Cross Rd., W.C.2. 


Philips Lamps, Ltd., Philips House, 145, Charing Cross Rd., 
W.C.2. 
ee ae Ltd., Philips House, 145, Charing Cross Rd., 


Philips Lamps, Ltd., 145, Charing Cross Rd., W.C.2. 


| Philips Lamps, Ltd., 145, Charing Cross Rd., W.O.2. 


_ The Edison Swan Electric Co., Ltd., 123-5, Queen Victoria 


St., E.C.4 
Sterling Telephone & Elec. Co., Ltd., London. 


Pinnacle Switchgear & Fuse Co., Weybridge, Surrey. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


The General Electric Co., Ltd., Magnet House, Kingsway, 
London, W.C.2. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works. 
Paradise Passage, Sheringham Rd., N.7. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


A. P. Lundberg & Sons, Ltd., —, [ne Works, 
Paradise Passage, Sheringham Rd., 


— a Ltd., Vulcan Works, 156-170, Bermondsey 


Electric Co, Ltd., 123-5, Queen Victoria St., 


Fred. J. Down, 90-93, Fenchurch St., E.C.3. 


| Premier Electric Heaters, Ltd., Keeley St., and St. Andrew’s 


Rd., Birmingham. 


| Premier Accumulator Co. (1921), Ltd., Cattle Market Rd.. 


Northampton. 


Hotpoint Electric Appliance Co., Ltd., 24, Newman S&t., 
Oxford St., W.1. 


| Hotpoint Electrical Appliance Co., Ltd., 24, Newman St., W.1 


British Insulated Cables, Ltd., Prescot, Lancs. 


British Insulated Cables, Ltd., Prescot, Lancs. 


The Micanite & Insulators Co., I "en ape Works, Black- 
horse Lane, Walthamstow, E.1 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


Manchester. 


(1928), Ltd., 85-86, Newman St., Oxford St. 


Mersey Cable Works, Ltd., Linacre Lane, Bootle, Liverpool. 


and 91-8, Baker St., 
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PUL-SYN-ETIC 


Electric impulse clocks and time 


discipline apparatus 
QUASI-ARC 
Electric welding plants and _ elec- 
trodes 
QUEAD 
Electric fires and cookers 


QUICKWAY 


Armature and stator coil-winding 


and forming machinery 
RADIODESCENT _ 

Appliances for radiant heat treat- 

ment 


RADIOMATIC 


Broadcast receivers, band repeater | 


apparatus 
RADION 
Insulating material 


RAPPER 
Percussive hand-drill for wall plugs 


RECORD. 
Insulation testers, battery cut-outs, 
circuit breakers 

REESILEO | 
Oils, insulating and lubricating 

REFLEX 
Control of pendulums of existing 
workmen’s recorders and other 
pendulums 

REGAL 
Ebonite 


REGENTONE 


Wireless high tension units and | 


trickle chargers for direct connection 
to the electric supply 
RELAY 
Automatic telephone and calling 
installations and fire alarms. 
RELIANCE 
Circuit breakers 


REMY 


Permanent tungsten steel magnets | 


and magnet steel 

REPELLITE 
Insulating sheets 

RESILIA 
Pyrometers, electrical high precision 
instruments, miniature electrical in- 
struments 

RESISTON 
Insulating material 


REVELATION 
Guaranteed lamps, irons, heaters, 
toasters, &c. 


Fires & domestic apparatus, cookers, 
street lighting, and industrial fittings. 
EVO 


Irons, switchgear and fans ... 


RHECO 
Switchboards, industrial fittings 


RINGSDORFF 
Carbon brushes, brush holders and 
controller fingers 

ROYAL EDISWAN 
Lamps... 


RUPTOR 
Ironclad switch ... 


SADIA 


Automatic water heater, enclosed | 


fast boiling plates, automatic time 
switches 
SAFETEE 
Ironclad switchgear 
SAFUSE 


Fuses and combined switch fuse and | 


interlocked switch plugs 

ST. HELENS 
Cab tire sheathed wires and cables 
of all types, dialite cables 


Gent & Co., Ltd., Faraday Works, Leicester. 
Quasi Arc Co., Ltd., 15, Grosvenor Gardens, 8.W.1. 


Leivel, Ltd., Vulcan Works, 156-170, Bermondsey 


Midland Dynamo Co., Ltd., 64, Belgrave Gate, Leicester. 


Dowsing Radiant Heat Co., Ltd., Bollo Lane, Acton, W.3, 
and 91-3, Baker St., W.1. 


Gent & Co., Ltd., Faraday Works, Leicester. 


Aaatore Hard Rubber Co. (Britain), Ltd., 13a, Fore St., 
Ltd., Vulcan Works, 156-170, Bermondsey St., 
Record Electrical Co., Ltd., Broadheath, Altrincham, Cheshire. 


Reesoils, Ltd., 1, Eldon Sq., Newcastle-on-Tyne. 


Gent & Co., Ltd., Faraday Works, Leicester. 


Spicers, Ltd., 19, New Bridge St., E.C.4. 
|W. E. Beardsall & Co., Ltd., 5, Victoria Bridge, Manchester. 


Telephone Co., Ltd., Marconi House, Strand, 


Whipp & Bourne, Ltd., Castleton, Manchester. 
W. F. Dennis & Co., 70, Queen Victoria St., E.C.4. 


Spicers, Ltd., 19, New Bridge St., E.C.4. 
Foster Instrument Co., Letchworth, Herts. 


ion Hard Rubber Co. (Britain), Ltd., 13a, Fore St., 
Electroservice, Ltd., 3, Waterloo Rd., 8.E.1. 
A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 


Paradise Passage, Sheringham Rd., N.7. 


The Revo Electric Co., Ltd., Britannia Works, Tividale, 
Tipton, Staffs. 


The Revo Electric Co., Ltd., Britannia Works, Tividale, 
Tipton, Staffs. 


Thompson & Co., 1 & 3, Old Swan Lane, E.O.4. 
Robinson & Hands Electric Co., Ltd., Barwick St., Birming- 


ham. 
(England), Ltd., Colindale Avenue, Hendon, 
ates, a Electric Co., Ltd., 128-5, Queen Victoria St., 
W. Telegraph Works Co., Ltd., Holborn Viaduct, 


Sadia, Ltd., 22, Newman St., W.1. 


. | L. Weekes (Luton), Ltd., Luton, Beds. 


Donovan & Co., 47, Cornwall St., Birmingham. 


| St. Helens Cable & Rupber Co., Ltd., Slough. 
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ST. HELENS 
Ebonite, corrosion-proof fittings 

ST. HELENS | 
Insulating matting, insulating © 


gloves, insulating shoes, insulating ~ 

tapes 
SALFORD 

Circuit breakers 


SANGAMO-EDISWAN 
Meters... 


SATCHWELL 
Thermostats 


SAUTER 
Time switches and thermostats 
S&C 


Turned and Screwed Repetition 
Parts from Bar in Brass and Steel, | 
Capstan and Auto Productions and | 
Pressings from Sheet 
SCHERBIUS 
Phase advancers and a.c. motor | 
speed regulators 
SCRULIX 
Guy anchors for staying poles, &&. ... | 
SECTOR 
Electric irons, fires, accessories 


SEECOL 
Modern stage lighting equipment ... 
SEELCO 
Wiring system com apriaing | lead-alloy 
sheathed wires and simple acces- — 
sories 
SELCO 
Syrens, motors, fans ... 
SELZ 
Lamp shades 
SEMAPHITE 
Cables 


SERIES: PARALLEL 
Tumbler switch with or without 


off’ position 
SERVICE 
Grid resistances and accessories 
SHAYDOLITE 
Lamp lacquer 
SHIPTON 
Automatic telephone systems 


SIEMENS 
Electric lamps 


SIEMENS ‘ 
Electric pyrometers and distance 
thermometers 

SIEMENS 
Batteries—fluid and dry 

SIEMENS 
Ebonite 

SIEMENS 
Joint boxes, feeder pillars, house 
service fuse boxes 

SIEMENS 
Electric cables and wires of all types 

SIFAM 
Electrical and radio measuring in- 
struments and instrument trans- 
formers | 

SILUMINITE 
Switchboards, mouldings, &c. 

SILVALUX 
Electric lamps (opal) ... 


SILVARAY 
One-piece glassware fittings ... 


SILVEROID 
Corrosion - resisting nickel - copper 
alloy, silvery-white for electrical 
fittings, &c. 


SILVERSTONE 
Decorative glassware, 
and enclose lighting units 

SILVERTOWN 
Cables, instruments, &. ... 


St. Helens Cable & Rubber Co., Ltd., Slough. 
St. Helens Cable & Rubber Co., Ltd., Slough. 


oy ee Co., Ltd., Magnet House, Kingsway, London, 


Electric ‘Co., Ltd., 128-5, Queen Victoria St., 


The Rheostatic Co., Ltd., Mackenzie Street, Slough, Bucks. 
Nathan & Allen, Ltd., 25, Victoria St., London, S.W.1. 


Spears & Company, Capstan Repetition Works, 68, Park Rd., 
Hockley, Birmingham. 


British Brown Boveri, Ltd., 56, Victoria Street, S.W.1. 


_ F. J. Down, 90-8, Fenchurch St., E.C.3. 


_ | Electrical Components, Ltd., 88-90, Gt. Charles St., Birming- 


ham. 


| Strand Elec. & Eng. Co., Ltd., 24, Floral St., W.C.2. 


oe a. Lamps & Supplies, Ltd., 38 & 39, Upper Thames 


t., 


S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 


| Charles Selz, 47-49, New Cavendish -St., W.1. 
. | Johnson & Phillips, Ltd., Charlton, S.E. 


| A. P. Lundberg & Sons, Ltd, re ‘nee Works, 


Paradise Passage, Sheringham Rd., 


. , The Rheostatic Co., Ltd., Mackenzie St., Slough. 
. | Griffiths Bros. & Co., London, Ltd., Macks Rd., S.E.16. 


Shipton Automatic System, Ltd., Caxton House, 


Tothill St., S.W.1 
— a Lamps & Supplies, Ltd., 38 & 39, Upper Thames 


Siemens Bros. & Co., Ltd., Woolwich, S.E.18. 


Siemens Bros. & Ovo., Ltd., Woolwich, S.E.18. 
Siemens Bros. & Co., Ltd., Woolwich, S.E.18. 
Siemens Bros. & Co., Ltd., Woolwich, §.E.18. 


Siemens Bros. & Co., Ltd., Woolwich, §.E.18. 
as —— Instrument Co., Ltd., Bush House, Aldwych, 


Siluminite Insulator Co., Ltd., Erith, Kent. 


oe 7. Lamps & Supplies, Ltd., 38 & 89, Upper Thames 


Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper Thames 
St., E.C.4. 


Henry Wiggin & Co., Ltd., Wiggin St., Birmingham. 


Metro-Vick Supplies Pay Assoc. Elecl. Industries, Léd.), 
155, Charing Cross 0.2. 

India Rubber, Gutta Percha & Telegraph Works Co., Ltd., 
106, Cannon St., E.C.4. 
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SIMBAKE 
Switches, holders and accessories ... 
SIMPLEX 
Conduits and all electric installation 
equipment 
SIMPLEX 
‘‘Ordinary and Reverse’’ door 
contacts 
SINDANYO 
Insulating and arc-resisting boards ... 
SIROCCO 
Fans 
SISSON 
Enclosed self - lubricating steam 
engines 
SISTOFLEX 
Insulating sleeving, fibre and lea- 
theroi 
SISTOFLEX 
Varnished cloth, paper, tapes, &c. ... 
SLOTTED STEEL 
—— steel angles, channels, flats, 


SMOOTHWELL 
Electric irons 


SOLARIUM 
Electric sun baths 


SOLBIT 
Solid bitumen mining cables 


SOTONITE 
Insulated cables 
SOVEREIGN 
Dry cells ... 


SPECIAL LOHYS 

Electrical sheets and stampings 
SPEEDFIX 

Patent self-centering terminals 


SPENCER-BONECOURT 


Waste Heat Boilers, Economisers, © 


Kirke Patent Boilers, &e. 
SPLENDOR 
Electric manufacturers... 
SPRING HAMMER 
For drilling stone, brickwork, &c. 
STALLOY 
Transformer sheets, stampings of all 
shapes, telephone and loud-speaker 
diaphragms 
STANDARD 
Vacuum sweepers, washing and 
ironing machines 
STANDARD 
Cables of all types 


STANDARD 
Public address systems 


STANDARD 
Telephones for all purposes, manual 
and sutomatic 

STANDARD 
Traffic control system ... 


STANDARD 
Wireless transmitting and receiving 
apparatus 

STANNOS WIRING SYSTEM 
V.LR. wires protected by a water- 
tight tinned copper sheathing suit- 
able for concentric or two-wire in- 
stallation 

STELLA 


Conduits and conduit fittings 
STELLA 


Electric lamps ... 
STELLA-RAY 

Flood and spot-light reflector unit... 
STERLING 

Insulating varnishes, solid impreg- 

nating compounds, wire enamels 
STERLING 


Telephone systems and signalling | 


equipment. 


STERLING 


Mine phones and signalling ap- 


paratus 


Simpson, Baker & Co., Ltd., 2-5, Nelson St., Bristol. 


Simplex Conduits, Ltd., Garrison Lane, Birmingham. 


A. 2, Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


Turner Bros., Asbestos Co., Ltd., Rochdale. 


Davidson & Co., Ltd., Sirocco Eng. Works, Belfast, Ireland. 
W. Sisson & Co., Ltd., Elmbridge Rd., Gloucester. 


Spicers, Ltd., 19, New Bridge St., E.C.4. 
Constructors, Ltd., Imperial 


mingham. 


Premier Electric Heaters, Ltd., Keeley St. and St. Andrew’s 


Road, Birmingham. 


| Spicers, Ltd., 19, New Bridge St., E.C.4. 


House, Charlotte St., 


Bir- 


Dowsing Radiant Heat Co., sate Bollo Lane, Acton, W.3, 
and 91-3, Baker St., W.1 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Pirelli-General Cable Works, Ltd., Southampton & Eastleigh. 


& Battery Co., Ltd., 56, Southwark Bridge Rd., 
.E.1. 


The General Accessories Co., 


George St., N.W.1. 


_ Joseph Sankey & Sons, Ltd., Bilston, Staffs. 
Ltd., 


18-22, Euston Buildings, 


Spencer-Bonecourt, Ltd., Broadway Buildings, 8.W.1. 


M.S.L., Ltd., Splendor House, 67, Hammersmith Rd., 


Fred. J. Down, 90-93, Fenchurch St., E.C.3. 
Joseph Sankey & Sons, Ltd., Bilston, Staffs. 


Standard Telephones & 
Aldwych, W.0O.2. 


Standard Telephones & 
Aldwych, W.C.2. 


Standard Telephones & 
Aldwych, W.O.2. 


Standard Telephones & 
Aldwych, W.C.2. 


Standard Telephones & 
Aldwych, W.C.2. 


Standard Telephones & 
Aldwych, W.C.2. 


Cables, 


Cables, 


Cables, 


Cables, 


Cables, 


Cables, 


Ltd., 


Ltd., 


Ltd., 


Ltd., 


Ltd., 


Ltd., 


Connaught 


Connaught 


Connaught 


Connaught 


Connaught 


Connaught 


Siemens Bros. & Co., Ltd., Woolwich, 8.E.18. 


W.14. 


House, 


House, 


House, 


House, 


House, 


House, 


Stella Conduit Co., Ltd., Highfield Works, Bilston, Staffs. 
Stella Lamp Co., Ltd., Winchelsea Road, Harlesden, N.W. 
The Newman Elecl. Co., 5, Eden St., Hampstead Rd., N.W.1. 


The Sterling Varnish Co., 196, Deansgate, Manchester. 


Sterling Telephone & Elec. Co., Ltd., London. 


The Marconiphone Co., Ltd., 210-212, Tottenham Court Rd.. 
"WAL (Sole Agents for Sterling Telephone & Electric Co.. 
) 
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STERLING 
Telephones and kindred apparatus... 


STRAIGHT-LITE 
Reflector fittings for shop-windows, 
cornice and picture lighting. straight- 
lite signs. 

STRO 
telephones and ex- 
change equipment, private automatic 
exchanges 


SUDDEUTSCHE 
Cable and flexible 


SUNBEAM 
Magicoal fire 


SUNRAY 
Radiators 


SUPACON 
Electric cables 
SUPASTONE 
Illuminating lighting glassware 
SUPAUL 
Electric cables, electrical accessories, 
electric signs 
SUPER-BOX 
House-wiring joint box 


SUPER 
Fuse switc 


SUPERLUX 


Glassware 


SUPERSCALE 
Indicating instruments 


SUPER SEASONED 
Vulcanised fibre 


SUPRONIC 
Cupro nickel high resistance wire ... 


SWANLITE 
Unit lighting fittings ... 


SYNCHRONOME 
Electric clocks 
TANGENT 
Sound signals, ironcased and wood- 
cased, and RADIO apparatus 
TATE 
Electric stop motion (safety device 
for engines) 
TAYLOR-SCOTSON 
Pressure regulator 


Mansbridge condensers, mica con- 
densers, power factor improvement 
condensers 


TELAC 
Tumbler switches, 
switchgear, ironclad gear 


TELENDURON 
Insulators for telegraph and tele- 
phone lines, also insulation mould- 
ings for electrical trade 

TENBY 


Junction boxes, clips, saddles, &e. ... 


TERRA-GRIP 
Continuity wiring system 


TERRAPIN (Regd.) 
Two-pin and ‘earth’ plug con- 
nectors 
TEST SHEATH 
Test conductor for 
electric cables 
THERMOID 
Flexible cord 


THISTLE 
moos tubes and fittings ... 
THISTL 
Galvenised and guard wire 
strand to M.T.A. specification 
THISTLE 
-— steel armature binding wire 


accessories, 


underground 


Washers and ironers 
THOR 

Vacuum cleaners 
THO 

Juvenators 


The Marconiphone Co., Ltd., 210-212, Tottenham Court Rd., 
a (Sole Agents for Sterling Telephone & Electric Co.., 
td.) 


Straight-Lite Reflectors, Ltd., Oxford House, 9-15, Oxford 


St., 


Automatic Telephone Manufacturing Co., Ltd., Strowger 


Works, Milton Road, Edge Lane, Liverpool. 


Lamp & Supplies Co., Ltd., 73, Newman S&t., 
ae ee (1928), Ltd., 85-86, Newman St., Oxford St., 


British Electric Transformer Co., Ltd. 74 Tricity Dept.), 
Wellington House, 125-130, Strand, W.C.2 


Superlamp, Ltd., 92-4, Paul St., E.C.2. 


Wholesale Fittings Co., Ltd., 23-27, Commercial St., E.1 
Superlamp, Ltd., 92-94, Paul Street, E.C.2. 


WwW. Telegraph Works Co., Ltd., Holborn Viaduct, 
6.3. 
Berry’s Electric (1928), Ltd., 85-86, Newman St., Oxford St., 
W.1. 
The Seoae Electric Co., Ltd., Magnet House, Kingsway, 


Everett Edgcumbe & Co., Colindale Works, Hendon, N.W.9. 
J. Burns, Ltd., Wangye Works, Chadwell Heath, Essex. 


L..P.S. Electrical Co., ‘Ltd., Ealing Rd., Alperton, Middlesex. 


The pane Swan Electric Co., Ltd., 123-5, Queen Victoria 
.C.4, 


Synchronome Co., Ltd., 32-4, Clerkenwell Rd., E.C.1. 
Gent & Co., Ltd., Faraday Works, Leicester. 


James Tate & Co., Victory Works, Bradford. 


Cox-Walker & Partners, Darlington. 
eee i Condenser Co., Ltd., Wales Farm Rd., North Acton, 


J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham. 


Thos. De la Rue & Co., Ltd., Shernhall St., Walthamstow, 
E.17. 


S. O. Bowker, 37, Tenby St., Birmingham. 


Simplex Conduits, Ltd., Garrison Lane, Birmingham. 


A. P. Lundberg & Sons, I.td., Pioneer pe Works, 
Paradise Passage, Sheringham Rd., N.7 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 
W. = we Telegraph Works Co., Ltd., Holborn Viaduct. 


James McDougall Ltd., Wednesbury, Staffs. 
Frederick Smith & Co. Wire Manufacturers, Ltd., Halifax. 


Frederick Smith & Co. Wire Manufacturers, Ltd., Halifax. 

Edison Swan Electric Co., Ltd., 128-5, Queen Vicioria St., E.C.4 
Edison Swan Electric Co., Ltd., 123-5, Queen Vicioria St., E.C.4 
Edison Swan Electric Co., Ltd., 128-5, Queen Vicioria St., E.C.4 
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NAME AND DESCRIPTION. 


EE STAR 


RILL . 
voltage regulators... 


EVA . 
Electrical accessories ... 


ITY 
okers and tableware 


N (Regd.) 
connector (all cur- 
pins) 
OL 
TRENnple pole tumbler switch, positive 
quick make and break 
UMPH 
ironclad fuse gear, Castle 
plugs and sockets 
JAN 
” Electric irons, electric fittings and 
electric kettles 


E . 
switches, accessories. 
switchgear, ironclad gear 
TUDOR . 
TO be. rod and panel insulation 
AM 
Qe wireless valves and batteries 
TUNGSTALITE 
Electric lamps 
TURBAX 


Fabric bakelite for electrical pur- 
poses and mechanical gearing. 
RET 

a two-pin plug connector 
(8 to 6 ways) 

INOB (Regd.) 

“ off’), also a.c. motor control and 
switch plug 

TWO-TWELVE 
Water boilers and heaters 
PERLITE 

id Lighting standard for typewriters 
and offive 

ULTRADESC 
pe ac for ultra-violet ray (arti- 
ficial sunlight) treatment combined 
with radiant heat 

ULTRALITE 

One piece glassware fittings ... 


NITALK 
Intercommunication telephones 
UNITEM 
““'Two-service ’’ adaptor, B.C., 2-pin 
(adjustable) 


NIVERSAL 
' Two-pin plug connectors and switch 


plugs (B.E.S.A. 5 amps.) 
UNIVERSAL 
House-wiring joint box 


UNIVERSAL 
Electric floor polisher ... 


U-SEAL 
Corrosion-proof fittings 


VAC-TRIC 
All British vacuum cleaners, handle 
and cylinder models 
VANDUARA 
Insulating tapes, insulating materials 
VANGARD 
Lampholders, pear switches ... 
VAN RADEN 
Accumulators 
VEETA 
Quick make-and-break switches 


YENNER 
Time switch, thermostats, and stop 
watch 
VENTEX 
Air filter ... 
VIKING 
Fuse switch 


VINCENT 
Switch fuse 
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Three Star Accumulators, Ltd., Rosebery Avenue, N.17. 
British Thomson-Houston Co., Ltd., Rugby. 

Trevelyans (B'ham), Ltd., 135, Bracebridge St., Birmingham. 
British Electric Transformer Co., Ltd., Hayes, Middlesex. 


British Electric Transformer Co., Ltd. (Sunray Tricity Dept.), 
Wellington House, 125-130, Strand, W.O.2. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


Castle Fuse & Engineering Co., L.td., 33, Chester St., 
Liverpool. 


John Shaw & Sons (Wolverhampton), Ltd., Wolverhampton. 
J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Pirmingham. 


Tudor Accumulator Co., Ltd., Norfolk Street, W.C.2. 
Geo. Ellison, Ltd., Perry Barr, Birmingham. 


Tungsram Electric Lamp Works (Great Britain), Ltd., Com- 
merce House, 72, Oxford St., W.1. 


Tungstalite, Ltd., 47, Farringdon Rd., E.C.1. 
Dacier, Ltd., 8, 10 & 12, Wagner St., Old Kent Rd.. S.E.15. 


A. P. Uundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sherit.gham Rd., N.7. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 

W. E. Beardsall & Co., Ltd., 5, Victoria Bridge, Manchester. 

Electricity Services, Ltd., 86, Cannon St., E.C.4. 


Dowsing Radiant Heat Co., Ltd., Bollo Lane, Acton, W.3, 
and 91-93, Baker Street, W.1. 


Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper 
Thames St., E.C.4. 
W. C. Davey & Co., Mortimer Market, W.O.1. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, 
Paradise Passage, Sheringham Rd., N.7. 


St. Helens Cable & Rubber Co., Ltd., Slough. 


W. Telegraph Works Co., Ltd., Holborn Viaduct. 
L. G. Hawkins & Co., Ltd., 30-85, Drury Lane, Kingsway, a a 
W.C.2. 


Vac-Tric,’Ltd., Broadway Works, Cricklewood, N.W.2. 


John MacLennan & Co., 115, Newgate St., E.C.1. 
The Vitalite Co., I.td., Carpenters Rd., E.15. 
Van Raden & Co., Ltd., Great Heath, Coventry. 


The General Accessories Co., Ltd., 18-22, Euston Buildings, 
George St., N.W.1. 


Venner Time Switches, Ltd., 45, Horseferry Rd., S.W.1. 


Ozonair, Ltd., 96, Victoria St., S.W.1. 
mag See (1928), Ltd., 85-86, Newman St., Oxford St., 


Vincent Switchgear Mfg. Co., Ltd., Sampson Rd. North. “e 
Birmingham. 
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Vulcanised fibre and leatheroid 


WALSALL 
Steel conduits and fittings ... 


WARD LEONARD 
Resistances, dimmers and rheostats 


> WICK 
and fase gee and fittings, 
use gear 


switch 


WE 
Ali of conduit fittings 


WEEKES 
Electrical fuses ... 


WELDRICS IMPROVED GRADE A 
Electrodes for welding 


WELLS 
Waste oil filters ... 


WEMBLEY 
Street-lighting lanterns 


WESTMINSTER 
Carbon brush holders, arc lamps 
(photo and medical), electric welding 
machines 
WESTON 
Electrical measuring instruments, 
instruments for radio service, high 
frequency thermo instruments 
WESTOOL 
Electric drills, grinders, and flexible 
shaft equipments 
WILD BARFIELD 
Furnaces and muffles ... 


WILMIL 
Aluminium castings 
WITTON 
Electric motors for domestic and 
industrial uses 
WITTONITE 
Insulating mouldings ... 


WOLF 

Electric tools 
WYLEX 

Switch plugs 


WYLEX 
Switchplugs 
CEL 


Electric domestic appliances... 


XCEL 
Electric domestic appliances ... 


XCEL 
Heating and cooking appliances 


Wiring supplies ... 


ZED 
Fuses 


ZENAL 
Non-heating fuse element 


ZENITE 
Resistance units 


ZENITH 
Transformers, resistances, 
testing equipment, &c. 

Z.1.R. 
Rust-proof conduit and fittings 


meter- 
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Electric Cables, Ltd., 88, Golden Lane, E.C.1. 
Visco Engineering Co., Ltd., 162, Grosvenor Rd., S.W.1. 


Mosses & Mitchell, Ltd., 122-124, Golden Lane, E.C.1. 


Walsall Hardware Mfg. Co., Ltd., Excelsior Works, West 
Bromwich. 


William Geipel, Ltd., Vulcan Works, 156-170, Bermondsey 
St., S.E.1. 


William McGeoch & Co., Ltd., Warwick Works, 46, Coventry 
Rd., Birmingham. 


Bernard & Co., 9, Horseferry Rd., S.W.1. 


L. Weekes (Luton), Ltd., Luton, Beds. 


Weldrics (1922), Ltd., Station Road, Beeston, Notts. 


Cheetham, Man- 


A. O. Wells & Co., Ltd., Carnarvon St., 
chester. 


The General Electric Co., Ltd., Magnet House, Kingsway, 
London, W.C.2. 


Westminster Engineering Co., Victoria Rd., N.W.10. 


Weston Elec]. Instrument Co., Ltd., 15, Gt. Saffron Hill, E.0.1, 


Westminster Tool & Electric a Ltd., Westool Works, 116, 
Putney Bridge Rd., S.W.15 


Wild-Barfield Electric Furnaces, Ltd., Elecfurn Works, North 
., Holloway, N.7. 


Wm. Mills, Ltd., Grove St., Birmingham. 


The General Electric Co., Ltd., Magnet House, Kingsway, 
London, W.C.2. 


The General Electric Co., 
London, W.C.2. 


S. Wolf & Co., Ltd., 115, Southwark St., S.E.1. 


George H. Scholes & Co., Ltd., Blantyre St.; 
chester. 


Ltd., Magnet House, Kingsway, 


Hulme, Man- 


W. E. Beardsall & Co., Ltd., 5, Victoria Bridge, Manchester. 


Automatic Telephone Mfg. Co., Ltd., Strowger Works, Milton 
Rd., Edge Lane, Liverpool 


Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper Thames 
St., E.0.4. 


Downes & Davies, J. & 3, Stanley St., Liverpool. 


4 —_ Lamp & Supplies Co., Ltd., 73, Newman St., 


Siemens Cry Lamps & Supplies, Ltd., 38 & 39, Upper Thames 


Parmiter, Hope & Sugden, Ltd., Fluvent Electrical Works, 
Vernon St., Longsight, Manchester. 


The Rory Electric Co., Ltd., Zenith Works, Villiers Rd., 


= ie Electric Co., Ltd., Zenith Works, Villiers Rd., 


Simplex Conduits, Ltd., Garrison Lane, Birmingham. 


London, E.C.4. 
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